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Without Instruments, Dental 
Practise Is Impossible 


Next to professional training, INSTRUMENTS head the list 
of essential equipment for the practise of dentistry. Their 
accuracy is equally important with quality of steel and 

_ correct temper. CLEV-DENT stamped beside the formula | 
of an instrument is your assurance that its width does not 
vary from the formula more than 1/1000 of an inch. 
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Why do dentures 
he posen without 


prPacons cause? 
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A chief cause of this trouble for you and your patients has been eliminated!l i 
LUXENE 44 is not subject to harmful swelling from water absorption*; th | 
result is the remarkable stability of LUXENE 44 dentures in the mouth. _ 


Because of their stability LUXENE 44 dentures afford greater mout | 
comfort and rebasing has tow reduced. As a LUXENE 44 Selecte 

Laboratory, we have seen ample evidence of these facts. Specify LUXEN/) ' 
44 for your next case and make your own comparison. | 


* For detailed data regarding the change in dimensions of denture base mi! 4 
terials in water or saliva, see the A.D.A. Research Commission report, pag; 
i 


7, A.D.A., Journal, January 1942 


isk the dentist who prescribes 


Y LUXENE 44 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue 


CHICAGO, ILLINOIS 
Phone: DEArborn 6721-5 


*Trade Mark Reg. U. S. Pat. Off. 











AUSTENAL 


PORCELAIN 





Before It's Too Late... 
Prescribe Austenal Micromold Teeth 


After a denture is completed, it’s too late to think about 


providing natural-looking teeth. 


You can give your patient teeth that are truly natural-ap- 


pearing when you prescribe Austenal Micromold Teeth. 


You'll find we carry a complete stock of Austenal Micro- 


mold Teeth for your immediate use. 


* Trademark Reg. U. S. Pat. Off. 


STANDARD DENTAL LABORATORIES 


of Chicago, Inc. 


185 North Wabash Avenue CHICAGO, ILLINOIS 
Phone: DEArborn 6721-5 
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IMPROVED 


For Simplicity and 
Predetermined 
Results with 
IMMEDIATE and 
OLD DENTURES 





No Processing ..Ready to use 
from the tube. No mixing, no heat- 
ing, no guesswork. 


Color ...Pink or clear for perfect 
blending with the denture base. 


Simplified Technique, involv- 
ing only about 20 minutes chair 
time . . . Patient dismissed im- 
mediately. 


Fitting The Dentureis merely a 
“trial bite”? for the patient. 


Not A Casting Material... The 
original adaptation is from _ pa- 
tient’s mouth direct. 


Order through your Dealer or write direct for details. 











LOW COST 


810. per tube 
Less than 5@0c 
per Liner. 







Every Delicate Detail of tis- 
sue formation faithfully recorded. 


Subsequent Cerrections made 
easy to meet tissue changes. 
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ADERER GOLDs 


Julius Aderer, Inc., New York + Chicago 
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WHEN THE COLLIE YAWNED 


ENvy is a corroding emotion. This department will 
have to do something about its current corrosion— 
envy that is chawing away at its ageing soul. As a rule, 
you can pretty readily quell your envy by thoughtfully 
analyzing the chap who is the subject of it, and asking 
yourself, “Do I really want to be him, or to keep on 
being me?” Usually you decide to let well enough 
alone. But this time the formula isn’t working. 

It all started right after the Massachusetts State 
meeting in Boston. After attending that with the de- 
partmental wife, and visiting around with Mary and 
Ellsworth Geist, the Dieffenbachs, the Richard Me- 
Gowans of New Bedford, and finally the McGowans of 
Pawtucket, we left Gertride, Mame, Mary Lou, and 
Jack at home while we went on a two-day trip with 
John McGowan to Martha’s Vineyard, that almost fab- 
ulous island off Cape Cod. There the trouble started. 

It really started several years ago when I read the 
best-seller, “Country Editor,” by Henry Beetle Hough 
who runs the island newspaper, the Vineyard Gazette, 
the paper the book is about. After reading “Country 
Editor,” I subscribed for the Gazette and have been 
reading it ever since. You can’t read Henry Hough’s 
book and then read his newspaper for several years 
without yearning to visit his island. It turned out to be 
even better than advertised. No sooner had we stepped 


off what someone on board had called the “stimbut”’ 
(Continued on page 1236) 
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“‘The Doctor gives Anacin after 
every extraction!”’ 





iis: ia BN ¥ . a 
“‘The Doctor says Anacin’s 
sure-fire to calm them down 


between divided sittings.”’ 








‘‘Mine prescribes Anacin after 
all instrumentation, too!”’ 
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‘*And they all say Anacin’s 
just the thing for simple 
headache!’’ 
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Pain after operation is relieved 
quickly by Anacin’s skilled combi- 
nation of effective, medically proven 
ingredients. 


Pain after instrumentation that 
so upsets patients, leads them to 
feat your chair . .. is eased by 
Anacin’s quick, prompt action! 


Let Anacin work for you in your 
office. Recommend it to your pa- 





tients for further relief of pain at 
home, if pain persists. 


The Anacin Company, Distributors, 
257 Cornelison Avenue, Jersey City 
2, New Jersey. 


NACIY 


REG. U.S. PAT. OFF. 
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» = actual case report typifies the 


response to this new, effective method of providing local 
chemotherapy in oral infections. Other indications in 
dental practice include prevention and treatment of local 
sulfonamide-susceptible infections that are primary, or 
secondary to oral surgical procedure. 

Important: White’s Sulfathiazole Gum provides a high, . 
sustained salivary concentration of locally active sulfathiazole 
(70 mg. per cent)—with negligible systemic absorption. 
Even with maximal dosage, blood levels seldom approach a 
level of 0.5—1 mg. per cent. Thus untoward systemic 


reactions are clearly obviated. 


Available in packages 
of 24 tablets, 
sanitaped in slip-sleeve 
prescription boxes 
—on prescription only. 


WHITE LABORATORIES, Inc., Pharmaceutical Manufacturers, Newark 7, N. J. 

















THE PUBLISHER’S CORNER 
(Continued from page 1232) 


than the island dentist, Doctor “Happy” Amaral, pre- 
sented us with transportation, the use of his sleek 
Lincoln-Zephyr. You can’t pile up mileage on a little 
island, but you do need a car when you're recovering 
from dental-meeting feet. A few minutes later, in 
Edgartown, I found the Vineyard Gazette ofhce and 
Henry Hough. Then it was that Envy reared its smirk- 
ing face, licked its chops, and started chawing on a 
soul that has been banged around by big-city publish- 
ing for twenty-eight years, vibrating to the discords of 
the metropolitan publishing life for all this time. 
Henry Hough’s Gazette office is an old, old New 
England home on a street shaded by arching trees. The 
quiet reception lobby is an early-day New England liv- 
ing room. The editor’s office is across the hall. You 
step over a friendly collie to enter the workroom—an 
addition architecturally in tune with the old house. 
There two linotypes tinkle soft, pleasant mechanistic 
music alongside a miniature version of a modern big- 
city newspaper press. Henry Hough taps out some of 
his copy on one of the linotypes without bothering to 
put it on paper first. He and his wife and three or four 
helpers get out the paper. Now and then, he finds time 
to write a book, or a story for the Saturday Evening 
Post. Life moves slowly, serenely; the salt breeze whis- 
pers through the open windows; swaying branches cast 
swaying shadows there; the collie yawns... 
I can’t goon... 


























How Many of Your Patients 


Brush Their Teeth Correctly? 





Laceration of gingival tissues caused 
by faulty brushing 


Knowing that so few patients under- 
stand correct brushing technique, 
many dentists recommend the use of 
the D.D. Tooth Brush to simplify 
scientific brushing. The ingenious 
twisted handle of the D.D. Tooth 
Brush is set at a forty-five degree 
angle, which facilitates proper place- 
ment of the brush on the teeth... and 
almost automatically insures stimu- 
lating gum massage. 

Leading periodontists acclaim the 


Bristol-Myers Company 


630 Fifth Avenue, New York 20, N. Y. 
Dept. 4 
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Wedge-shaped defects associated with 
improper brushing 


non-skid thumb rest and compact 
brushhead of the D.D. Tooth Brush. 
Carefully spaced for maximum inter- 
proximal massage, the resilient tufts 
are of the right length and stiffness 
for cleaning even hard-to-reach 
lingual, buccal, occlusal and inter- 
proximal surfaces. Whether you 
recommend the 2-row or 3-row type, 
your patients will be assured of an 
effective aid to oral hygiene designed 
by practicing dentists...who know. 
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You wouldn’t expect your patient to hold a solution in the mouth for 5 
minutes. Yet the standard F. D. A. test for an antiseptic requires only 
that it be effective in this length of time. 


CEPACOL 


Brand of Alkaline Germicidal Solution 


Cépacol, which contains the powerful non-mercurial germicide Ceepryn 
(brand of cetylpyridinium chloride), has been shown by standard F. D. A. 
tests to destroy most pathogenic bacteria common to the mouth and throat 


within 15 seconds after contact. 

Other outstanding characteristics of Cépacol are its freedom from toxicity, 
lack of irritation, alkalinity, penetration, and foaming detergency. 

Used as spray or direct application, Cépacol has a delightful, refreshing 


flavor that your patients will like. 
Supplied in pints and gallons 


Trademarks ‘‘Cépacol’’ and . **Ceepryn’’ Reg. U.S. Pat. Of. 
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COREGA CHEMIC4L COMPENY 


208 St. Clair Ave, N.W Cleveicnc 73 Orie 
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Trial Powder and Liquid 


BLEND AA NATURAL 
FREE 


POWDERS 


1 full portion, 4 0z., each 
20 pale yellow 
21 light yellow 
22 yellow 
23 pale yellow-gray 
25 light gray-yellow 
26 gray-yellow 


Bottles of liquid 

Trial powder Blend A Natural eee $16 65 

Trial bottle of liquid ’ 
Approximate value $24.00 
Powder, 14 any color, $3.00 each 
Liquid, $1.00 per bottle 
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S.S.WHITE FILLING PORCELAIN IMPROVED 


LENDL 





Blend A Natural is blend A of the Filling Porcelain Im- 
proved Color Matching Guide, now stocked as a tooth color, 
in response to requests from dentists in all parts of the Na- 
tion who have used and found blend A a perfect color match 


for the middle and gingival thirds of anterior teeth of most 





young persons. 


Six years successful clinical application have proved the 
value of Blend A Natural. Add it to your Filling Porcelain 


Improved colors to save time, and for better color results. 


FILLING PORCELAIN IMPROVED COMPLIES i 
WITH A.D.A. SPECIFICATION NO. 9 


Call your local dealer, today. 
THE S. S. WHITE DENTAL MFG. CO., PHILADELPHIA, PENNA. 
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There is a dependable Dee Gold 
to meet the requirements of your 
every patient . . . gold of an es- 
tablished standard of quality. 


Protect your instruments and fixtures. Ask your Dealer about the Dee Fume Control. 


\ 


A 


YT q | Ss i 
GENERAL OFFICES DOWNTOWN O10 GOI! 
ANO PLANT & AND SALES OF! 
100 W. KINZIE ST /eecious Meta 4 (INGTON ST 
fh ae. tHe 


SS t WA‘ 








ol 
















Daily brushing of the teeth is an impor- 
tant part of mouth hygiene. The procedure 
becomes more pleasant, and the mouth has 
a more wholesome feeling of refreshment 
when Squibb Dental Cream or Squibb 
Tooth Powder is used on the brush. 

These Squibb dentifrices have enjoyed 
professional confidence and esteem for over 
two decades. Both provide effective cleans- 
ing action the safe way —-they contain no 
grit or harsh abrasives to irritate gums or 
harm tooth enamel. Both are made with 
magnesium hydrate, a safe antacid. To 
assure safety and uniformity, each product 
is subjected to many control tests. 





For patients who prefer their dentrifrice 
as a cream, you can recommend Squibb 
Dental Cream assatisfactory, safe, econom- 
ical, and pleasant to use. 

For patients who prefer a powder denti- 
frice, Squibb Tooth Powder may be sug- 
gested. Its consistency helps it cling to 
the brush bristles—therefore less waste. 
And its improved cleansing and polishing 
properties are apparent even at its first 
use. 

Either of these Squibb dentifrices make 
mouth hygiene a pleasure; children like 
them, which makes it easier to obtain their 
cooperation in daily care of the teeth. 





SQUIBB DENTAL CREAM 
SQUIBB TOOTH POWDER 
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A SOLUTION THERMOMETER 
with Outstanding Advantages. 





Simple and easy-to-read—durable—always handy— 
highly sensitive and accurate. Here’s another fine 
product by RINN designed EXACTLY FOR ITS 
PARTICULAR JOB .. . to serve you in producing 
better radiographs at maximum speed with minimum 
effort! 


% Handy FLOATING TYPE. 


99 





% Colored “danger areas” on large scale 
calibrated in fives. Easily seen and un- 
derstood in darkroom — even by a new 
assistant. 


% Direct heat conduction “metal to fluid” 
at bulb . . . registers quickly. 


% Heat tempered glass. 


% Scale curves toward the eye. Much great- 
er legibility than average etched scale. 


RINN X-RAY PRODUCTS 
3039 W. FULLERTON, CHICAGO, ILLINOIS 


J-0° 













FOR 20 YEARS 
MAKERS OF DENTAL X-RAY FILMS & ACCESSORIES 
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LASTIC at room temperature and WITH ADHESIVE 

QUALITIES—that’s Kerr Utility Wax. Dentists every- 
where use it for all building up purposes. It’s especially handy 
for building up periphery and palatal areas of impression 
trays carrying hydro-colloid or its substitutes — for holding sprue 
pin in large opening of inlay crucible former — for carrying 
small inlays to posterior teeth —for boxing impressions and 


for countless other uses you will find, once you get the Kerr 


Utility Wax habit. 


At all dealers in two forms — sheets and sticks. 


KERR DENTAL MFG. CO. e DETROIT 
Established 1891 




















@ tHe FormutA—Each tablet contains 9 vitamins plus 5 minerals. The daily dose 
(3 Vitaminets) provides a protective dietary supplement that affords the patient 
not only a generous vitamin intake but a daily consumption of 5 important 
minerals as well. 


@ PALATASILITY— Vitaminets ‘Roche’ may either be chewed or swallowed whole, 
depending on the patient’s preference. The licorice flavor is particularly ac- 
ceptable to children (and adults, too) who cannot swallow tablets. 


@ sTHicat—Vitaminets are never advertised to the laity either by drugstore dis- 
play or other promotional methods. 


HOFFMANN-LA ROCHE, INC. ROCHE PARK * NUTLEY 10, WN. J. 


VITAMINETS “ROCHE 


CONTAINING 9 VITAMINS PLUS 5 MINERALS 





Avadable in borties of 
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favored in the armed 
eee 4h¢ white forces.* Today, as in the 















Exposed to enemy fire, bombing, the 
field clearing-station surgeons work 
under the worst hazards ever faced by 

“soldiers in white.” Naturally, brief “breaks” 

for smokes are delightful moments. More de- 

lightful because their cigarette is likely to be 

a Camel, the milder, more flavorful brand 




















first world war, Camel is 
the “soldier’s cigarette.” 


Ist in the Service 


*With men in the Army, the Navy, the Marine 
Corps, and Coast Guard, the favorite ciga- 
rette is Camel. (Based on actual sales records.) 


COSTLIER | 
TOBACCOS 


New reprint available on e research — Archives of Otolaryngology, 
March.’ 1943, pp. 404-410. Camel Cigarettes, Medical Relations Division, 
One Pershing uare, New York 17, N. Y. 
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STRANDED IN THE BAY OF FUNDY....WAITING FoR 


Liquid. Bulk 
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ATURE’S mightiest manifestation of the ‘xin thistle tube experiments, a Sal Hepatica 
potency of Liquid Bulk is illustrated in solution increased the liquid bulk by 100 per 
the Bay of Fundy. When the tide goes out, the cent within 6 to 12 hours. 
water level drops over seventy feet—leaving sa) Hepatica’s liquid bulk helps stimulate 
ships helpless until they ate refloated by the bowel pone tlie. wa a oe water bal- 
surging, incoming tide. ance. The salines of Sal Hepatica relieve 
Sal Hepatica plus water creates potent liquid gastric acidity, promote the flow of bile. 
bulk in the costive bowel. Clinical and labora. 7, guard against systemic infection, dentists 
tory tests prove that: find Sal Hepatica helpful during the treatment 
*% in the isolated loop of a dog’s ileum, a laxa- of Periodontoclasia, Pulp Infection, Vincent's 
tive solution of Sal Hepatica increased the Angina, Chronic Abscesses, Retained Root Frag 
Jiquid bulk by 34 per cent in one hour. ment and Sinus Involvement. 


Bristol-Myers Company, 19 L West 50th St., New York 20, N. Y. 
TO HELP FLUSH THE INTESTINAL TRACT 


Sal Hepatica ett Liquid Bulk! 











He’ll be the kind of DENTAL PATIENT his 
DENTAL CHAIR EXPERIENCES make him 







Though still very much of a youngster, Jim has reached the critical 





stage in relation to dentists. He has been well trained in the care of his 






teeth and well taught regarding the necessity of having regular dental 





attention. But he is human and has all the human instincts of avoiding 
being hurt. 












100 per Dentistry can be made easy and inviting for him. With the aid of 
onulen McKesson analgesia young people like Jim are being given a concept of 
pan. dental treatment that is making them loyal, cooperative patients. In | 
sal addition to controlling operative pain, McKesson analgesia saves time! 
atment and energy for both the patient and the operator. The two McKesson 
t Frag analgesia machines—the Easor and the Euthesor—have operating and H 


economic advantages not to be found in any other analgesia equipment. 
We shall be glad to tell you about them. 


EUTHESOR 





NARGRAF 











THE DENTISTS’ SUPPLY COMPANY OF NEW YORK 220 WEST 42ND STREET. NEW YORK 18. W. Y. 
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\ ATURAL TEETH contribute their beauty to the charm of the 
smile in the photograph on the left — the photograph above 
shows how Trubyte New Hue Teeth* with their fidelity to 
natural teeth maintain the charm of that smile. 

Trubyte New Hue Teeth combine the elements essential for ) 
beautifully natural dentures — harmonious forms, natural 
shades, graded sizes, translucent, fluorescent porceiain. 











*The Trubyte New Hue Teeth made for this 
model are shown above by double photography. 











SUBSTANTIAL BREAKFAST 
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An aid in combatting wartime anaemia 


The March, 1944 issue of the American Journal of 
Digestive Diseases states: ‘““The American custom of 
a cup of coffee and a cigarette for breakfast is insuf- 
ficient food to begin a hard day’s work. . .. The chief 
cause of the growing anaemia among women war 
workers is carelessness in the preparation and eating 


of food.” 


Today the time element in food preparation is as 
important a factor as nutritional value. One way to 
help overcome low nutrition intake is to advise a 
substantial whole wheat cereal breakfast that is 
already prepared and ready to eat. 





NABISCO SHREDDED WHEAT is a whole- 
grain cereal made from 100% whole 
wheat, rich source of food energy. Con- 
tributes Proteins, Carbohydrates, Vita- 
min B,, Iron, Phosphorus. 


THE WHOLE-GRAIN WHOLE WHEAT CEREAL 





BAKED BY NABISCO... 
NATIONAL BISCUIT COMPANY 
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of Revelation 
have first call. 











The four big tasks— 
impression taking, den- 
ture relining, checking 
for accurate fit, and 


making better castings 
—are made easier with PLASTIC IMPRESSIO 


emcee OC) pemee' 
these products. DENTAL PERFE 
LOS ANG 








When the simple directions for 
its use are closely followed, re- 
sults are so accurate that better 
restorations are bound to follow. 
Impressions can be left in water 
for 24 hours, with no dimen- 
sional change resulting. 


Indicator Gel shows — 
A ena TT 


clearly and positively— 





where to grind for better 
fit. Don’t grind away un- 
til peripheral 





seal and fit are 























complete- | 
ly ruined. Use 
it on your “problem” cases. 
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Relines are always a problem 
Denturlyne is the answer tc 
that problem. A non-burn 
ing, all resin reline whic 


requires no mixing and 
which can be worn fo 
months. It wil! 
not chip of 





A combinatior 
of chemicals? 
which break: 
down surface: 
tension. Wher 
painted on wax 





d-P all investments flow anc 
SLIK-CAST 


SOLUTION adhere producing smooth 


dense castings, free fron 
pits and bubbles. 

All D-P products ar 
based on formulas by Noyes. The basic ingredient: 
of D-P products come from the depths of the ocean 


DENTAL PERFECTION CO 
2323 W. WASHINGTON BLVD. 
LOS ANGELES, CALIF. 
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| Your Dealer sells DENTURLYNE and Other D-P Dental Products 


Presents a NEW, IMPROVED > 
DENTURLYNE 
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Here are the principal features of this NEW 
and BETTER material: 


—It is permanent! Once applied, it sets as 
hard as the denture base itself and becomes 
a part of the denture; 


—It is placed in the mouth without the use 
of cellophane; 


—It has a beautiful, translucent pink color; 
—It does not burn the tissues. 


The New, Improved D-P DENTURLYNE 
is the finest reline material yet developed. 
After you have used it, you will see why. 

















Best known and generally considered 
safest of all analgesic drugs is acetylsal- 
icylic acid. 

Best known by far, and most preferred 
of all the acetylsalicylic acid preparations 


is the original . . . 


BAYER ASPIRIN 
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= M. O. D. and 
SIMPLE INLAYS 








TO MI 


SPECIFICATION 


i Se 
Moputay’ combines the Hard- eT TYPE 
ness" necessary to stand up under a a mere) 
the occlusal impact encountered in 
large M.O.D. Inlays with a very high 
degree of Burnishability**. This latter 
property permits drawing the mar- 
gins to a feather edge without tearing 















or chippina the aold. TYPE B — MED. HARD 
idl . GOLD COLOR 
*Brinell 89. ; per dwt. $1.92 


**30% Elongation. 
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Sold by Better Dealers Cast by 
Everywhere JELENKO 
THERMOTROL 





136 West 52nd. Street NewYork 19. USA. 





Send Your Scrap to Jelenko. Accurate Assay; Prompt Report. 
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DRHAN’S ADVERTISING THEME TELLS 
| MILLIONS OF PROSPECTIVE PATIENTS TO 


“SEE YOUR DENTIST 
EVERY 3 MONTHS” 


This educational message is carried in leading 
national magazines. 



















Also every Tuesday and Thursday nights over u 
Mutual coast-to-coast hookup — Gabriel Heatter, 
famous news commentator, advises his millions of 
radio listeners to see their Dentist every 3 months 
for tooth and gum inspection. 





EFFECTIVE HOME ADJUVANT TO HELP 
GUARD AGAINST GINGIVITIS 


In a recent clinical investigation, individual dental exami- 
nations were made of hundreds of patients. Approximately 
half of the patients were first given prophylaxis. Al] were in- 
structed to massage their gums twice daily with Forhan’s 
Toothpaste for a 30-day test period. Results showed: 


95% of those having Gingivitis were remarkably improved. 
100% of these having normal gums maintained gums in healthy condition. 
















Won't you please indicate 


Forhan’s 


with massage 
For Firmer Gums—Natural Sparkling Teeth 
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Picture of the Mouth 
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JUNGLE FIGHTING on Bougainville is tough and dirty. There is little 
time for toothbrushing. According to the Army Times the first thing 
this Army officer did after emerging from a jungle action was to brush: 
his teeth. Note the ammunition clips in his pocket. Photograph by U. S. 
Army Signal Corps. 


Ten dollars will be paid for the picture used in this department each 
month. Send gloss prints with return postage to ORAL HyciEne, 708 
Church Street, Evanston, Illinois. 
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Avenida de las Delicias (now renamed "1 
O'Higgins) in Santiago, Chile. , 
if 

. h 
Chilean government honored Doctor 
German Valenzuela Basterrica who 
solved an international crime. 7 

O 
ON THE AFTERNOON of February P 
5, 1909, the city of Santiago de d 
Chile was startled by the sound ‘of Sesitet-‘Gienetiin: Calamani . 
the great bell in the Cuartel de Basterrica 3 
Bombas announcing a fire in the t] 
‘ . rr ° ° sh b ‘ched t . > if h ‘Qa¢ 
feemeae Legation. The building OOO Oe wo Oe ee T 
was completely destroyed before a victim of the fire. A badly burn- 
the fire was under control at six &4 body was found, and an im- B 
in the evening mediate autopsy was ordered. 

During the fire it was noted | oan ame pe A the ‘. 
that all the German employees °¢Y Dut no one doubted tor a pi 
of the Legation were on hand to ™oment that it was Beckert. The # 
help except the second secretary, 2Utopsy showed that the man had 
William Beckert. As this man was been murdered ; there — © B 
subject to attacks of epilepsy, the wound — the heart - which a th 
German Minister asked that the Small piece of steel remained; and in 

i there were also signs of a heavy \ 
*Translated from Spanish records of the case by . a : a ; 
* Sate-ange ary blow sustained at the base of the hy 
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skull. In the ashes the searchers 









found a steel knife with a piece 
missing, and a heavy bludgeon. 
They also discovered that a large 
sum of gold had been removed 
from the Legation safe. 
Complicating the situation was 
the fact that a friend of Beckert’s, 
Mr. Izacovich, said that he had 
seen Beckert at seven o’clock—the 
same time that they were remov- 
ing the body from the ashes. 
Kither Izacovich was mistaken or 
the body was not that of Beckert. 
A new autopsy was ordered to 
be conducted by the German Doc- 
tors Westenhoffer and Aichel, pro- 
fessors in the School of Medicine. 
They were unable to make the 
identification on a physical basis 
because Beckert and Ezequiel Ta- 
pia, the Chilean caretaker who was 
also missing, were of the same 
stature. Although Beckert had an 
old fracture in his left: leg, this 
part of the body was completely 
destroyed by the fire and the skin 
was burned so that it was impos- 
sible to tell whether the body was 
that of Beckert, a blonde, or of 
Tapia, a dark-skinned Chilean. 


Body Identified 


The German surgeons, proba- 
bly influenced unconsciously by 
patriotic prejudices, made the 
identification with the preconceiv- 
ed idea that the body was that of 
Beckert. This also explained why 
they made only a superficial ex- 
amination of the teeth. Moreover 
Mrs. Lépez de Beckert said that 
her husband had all of his teeth 
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and the mouth of the victim also 
gave indications of thirty-two 
teeth. 

The identification of the body 
by. the German professors as 
that of Beckert was based exclu- 
sively on the remnants of clothing. 
especially the shirt, which was un- 
doubtedly the one that Beckert 
was wearing when he left the Le- 
gation the morning of the fire. 

The funeral of Beckert was au- 
thorized by the Chilean Court and 
took place in great pomp and so- 
lemnity with all of the diplomatic 
corps and the officials of Chile at- 
tending. The German Minister 
gave a most eloquent discourse on 
the virtues of Beckert. He also 
made some remarks that were far 
from diplomatic about the inefh- 
ciency of Chilean justice. 


Dentist Interferes 


Doctor German Valenzuela Bas- 
terrica, a dentist of Chile, listened 
to the harsh words of the German 
Minister with rising anger. He re- 
called the daring statements made 
by the German professors who 
performed the autopsy. His coun- 
try had been insulted! Quickly 
Doctor Valenzuela began to make 
inquiries. He found, that the den- 
tal examination of the body had 
been superficial. He immediately 
offered his services to the Court. A 
few minutes before the burial he 
obtained the necessary permission 
to examine the skull and lower 
jaw of the body. 

He made careful notes of all his 
findings. His examination showed 
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beyond a doubt that the body be- 
longed to a man less than thirty 
years old and Beckert was thirty 
eight. In order to confirm his sus- 
picions, Doctor Valenzuela asked 
the wives of Beckert and Tapia to 
give him information about their 
husbands’ dentition. Mrs. Beckert 
said that her husband had all of 
his teeth except that crowns had 
been placed on some of them by 
Doctor Dennis Lay. Mrs. Tapia 
reported that her husband also had 
all of his teeth and that all were 
in a healthy condition except for 
one upper left molar that showed 
caries. Doctor Dennis Lay was not 
in Santiago but Doctor Valenzuela 
was able to inspect his records. 
These showed that five teeth of 
Beckert’s had been extracted. The 
examination of the mouth reveal- 
ed that no tooth was missing and 
that one of the upper left molars 
showed signs of extensive caries. 
The identification was complete: 
the body was that of Tapia and not 
of Beckert. Izacovich had not been 
mistaken. 


Hunt Criminal 


With this information the po- 
lice began to search for Beckert, 
and a few days later they found 
him in the Andes close to the Ar- 
gentine frontier. He confessed his 
crime and gave some of the details 
about the way in which he had 
committed it. He had bought the 
knife and the bludgeon some days 
earlier, as well as a small blow- 


pipe, which had been found in the 
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ashes in the Legation. With a fan. 
tastic story he had _ convinced 
Tapia that he should put on Beck. 
ert’s clothes, among other things 
his shirt: then he killed him. Us. 
ing the blowpipe he completely 
burned Tapia’s face, particularly 
the mouth, and part of his leg, in 
order that there would be no way 
of identifying him. 

The motive of the crime had 
been not only Beckert’s desire to 
gain possession of the gold but 
also to destroy certain accounts 
that he had falsified. The burn- 
ing of the Legation permitted him 
to hide the burning of the body 
and destroy the books. If it had 
not been for the foresight of a 
Chilean dentist, his plan would 
have been completely successful 
and Tapia would have been brand- 
ed a murderer. Beckert’s wife 
could have collected his life in- 
surance and joined him in an- 
other country. 

Beckert was brought back to 
Santiago, tried, found guilty, and 
executed for treason and murder. 

Some time later, when the Pres- 
ident of Chile asked Doctor Val- 
enzuela what reward he wished for 
his services he replied that he 
wished only to have a modem 
building for his dental school. The 
President congratulated Doctor 
Valenzuela on his disinterestedness 
and promised him that the new 
building would be constructed as 
soon as possible. Doctor Valen- 
zuela presented his plans; _ the 
President fulfilled his promise; 
and after the death of Doctor Val- 
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enzuela, the dental school was 
named for him. In this building 
the burned skull and jaw of Tapia 
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have always occupied a place of 
honor in commemoration of the 
origin of a modern dental school. 


DOCTOR WALDO VILA SILVA 














Present director of the Dental 
School of the University of Chile 
is Doctor Waldo Vila Silva, who 
has won honors as an artist, auth- 
or, lecturer, and civic leader. Ac- 
cording to the plans drawn up by 
Doctor Valenzuela, the dental 
school covers an entire block in 
the City of Santiago and is two 
stories in height. It is splendid 
architecturally and well equipped. 
The institution has accommoda- 
tions for more than three hundred 
students; the majority of which 
are women. Through the efforts of 
Doctor Silva the course of study 
has been extended to cover five 
years. In line with growing re- 
quirements, new laboratories and 
lecture halls have been added in 
recent years. 


HOW D-DAY LOOKED TO A DENTIST 


Too LATE FOR publication in this issue, an exciting story of the invasion 
of France has just been received from a South Dakota dentist who swam 
ashore with the American troops on D-Day. Preparations for the big 
day, the landing in France, experiences under artillery fire and bomb- 
ing, the first German prisoners he met—all are described in this front- 


line story which will be published in September OraL HycIene. 











The USS Augusta at anchor in the Whangpoo river at Shanghai. The effective- 
ness of Jap gunfire on a helpless city can be seen in the background. The 
Oahu, sister ship of the heroic Panay, is moored alongside. 


Jap Prelude to Pearl Harbor 


By COMMANDER C. W. SCHANTZ (DC) USN 
As told to F. N. Fuller, Y2c 


Epitor’s Note: The following article, 
prepared for publication by Yeoman 
Fuller at the U. S. Naval Training Cen- 
ter, San Diego, records for the first time 
the factual, eyewitness account of the 
murder of F. J. Falgout, Slc, USN, 
during the Jap “China Incident” of 
1937, as told by Commander C. VW. 
chantz. Commander Schantz, then 
Lieutenant, was the Dental Officer 
aboard the USS Augusta at the time 
of Falgout’s death. * * 


“T think it is retribution of the 
highest order that the USS Au- 
gusta has been identified as ‘in on 
the kill’ blasting the way for our 
invasion forces on the continent of 
Europe. Each salvo from her 
mighty guns illuminates the hand- 
writing on the wall that will even- 
‘doomsday’ for the 


tually spell 
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Nips of Nippon who, seven years 
ago, perpetrated murder on her 
decks, taking the life of the first 
American boy to die in World War 
I.” The speaker, Commander 
C. W. Schantz, pointed to a pic- 
ture of the Augusta, her super- 
structure outlined in black, the 
holocaust of a gutted Shanghai. 

“T stood right there when the 
war began.” He indicated a cata- 
pult silo based on the well deck, 
“Yes, I mean that! To men who 
saw service with the Asiatic Fleet 
during the rape of China by the 
Japs, the sinking of the Panay, the 
_ murder of Seaman Falgout, the 
war began right there on the well 
deck of the Augusta, August 20, 
1937! 















“If you haven’t heard it, and 
many haven't, it’s a good story to 
know. Let’s go back and put the 
facts together.” 

On August 13, 1937, the USS 
Augusta, flagship of the U. S. 
Asiatic Fleet, was peacefully rid- 
ing her anchor in the harbor at 
Tsingtao, China. A _ projected 
“goodwill” visit of four American 
warships to Japan was the scuttle 
of the day. Tsingtao, swank resort 
town, was a “happy port.” It was 
good to be a sailor. 

It was, in fact, too good to last! 

At 0030 our radio picked up a 
flash—all hands were recalled 
from leave. By 1200 we were un- 
derway for Shanghai. The Japs, 
who had been spoiling for a fight 





Commander Arthur W. Anders, USN, (left), Center Personnel Officer, and Com- 
mander C. W. Schantz (DC) USN, Assistant Dental Officer, talk over their ex- 
periences in Shanghai during 1937. Commander Anders, then Lieutenant, was 
Executive Officer aboard the Panay when it was sunk by Japs December 12, 
1937, 
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for many days, had finally man- 
aged to knock their own chip off 
their own shoulder—their second 
“undeclared war” on China with- 
in five years was in full bloom. 

Battling the worst typhoon to 
hit the China Coast in a decade, 
the Augusta plowed through the 
Yellow Sea. The port whaleboat 
and davits were carried away by 
heavy seas, complexions turned 
green as the crew readied the ship 
for any possible emergency that 
might lie ahead. 

At 1605 the following day, the 
Augusta arrived at Shanghai. At 
1640, two bombs, dropped from a 
Chinese plane, commemorated her 
arrival. Poorly aimed, they land- 
ed in the stream twenty yards off 
the forecastle. Bomb fragments 
rained over the ship, all hands 
took cover, general quarters was 
sounded. 

This day, August 14, was 
“Bloody Saturday” in Shanghai. 
Intense fighting was in progress. 
Chinese casualties ran into the 
thousands. The Augusta, ap- 
proaching anchorage, was mistak- 
en for a Jap warship by hard- 
pressed Chinese airmen. It was to 
their credit that they didn’t make 
the same mistake twice. In the 
days to come Jap “mistakes” were 
to cost the lives of many American 
seamen. 

Anchored in the river swarming 
with Jap warships and less than 
a mile from the center of burning 
Shanghai, the Augusta drew a 
grandstand seat for the drama in 
Jap perfidy that was to follow. 
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Jap warships, shore batteries, 
airplanes, enjoying a _ one-sided 
conflict, blasted over and around 
us, pounding a helpless city into a 
mass of blood and powdered brick, 
Cocky and smug as only Japs can 
be (when the odds are in their 
favor) they settled down to en- 
joy their “field day” expending 
live ammunition on live (and vir. 
tually helpless) targets. These were 
to become the “seasoned” troops 
which later crushed Manila, Hong 
Kong, Singapore—all according 
to plan. 

On board the Augusta, disci- 
pline and routine set the pace and 
although ship and crew stood 
ready to meet any emergency, the 
pattern of “shipside” life was 
otherwise normal. As Dental Of- 
ficer my battle station was the 
CPO quarters astern. Rigged as a 
battle dressing station, it stood 
ready to serve my division in the 
treatment of any battle casualties 
from amidships aft. Enroute to 
Shanghai, we had carefully check- 
ed supplies and equipment. Con- 
stantly manned, we stood ready 
to do our job. 


Atmosphere Tense 


On the personal side, feelings 
were tense, speculation rife. It is 
not pleasant to play spectator to 
Jap carnage. Navy men have never 
felt anything but contempt for 
Japs, distrust of their obvious im- 
perialistic ambitions. Every of- 
ficer and man aboard the Augusta 
slept with the secret hope that 
something would happen to bring 
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us in. Something did! But un- 
fortunately for the world and the 
men who were to die at Pearl 
Harbor and Bataan seven years 
later, diplomacy prevailed. Our 
guns remained cool. 

The morning of August 20 
was typical of the days that had 
followed “Bloody Saturday.” At 
0520 two Jap shells landed fifty 
yards astern of the Augusta. It 
was my thought then, my convic- 
tion now, that the Japs, in many 
instances deliberately practiced 
“near misses’ on all foreign ships 
in the river. 

At 1710 that afternoon, we spot- 
ted British troops erecting sand- 
bag barricades on the shore. Two 
Jap seaplanes hovered high over- 
head. It seemed to us that they 
were interested in us. 

Shortly after evening chow, the 
crew began assembling on the 
well deck. An open-air movie had 
been scheduled, epilogue to a day 
of strenuous duty. Laughter and 
good-natured ribbing was the or- 
der of the evening as enlisted men 
scrambled for places from which 
to view the silver screen. 

There was a_ sudden, nerve- 
shocking, out-of-nowhere intru- 
sion! A blinding flash! A rush of 
air! Screams—a low moan! 

The intrusion was a one-pound- 
er shrapnel shell landing and 
bursting in the midst of the gath- 
ering. Seventeen men were injur- 
ed. As the smoke cleared, F. J. 
Falgout, Slc, of Raceland, Louisi- 
ana, rose from the bench on 
which he had been sitting. Slowly, 
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as though in a trance, he began 
walking. Twelve steps. With each 
step blood spurted from a hole in 
his heart. He was dead as he walk- 
ed—the first American bluejacket 
to meet death by Jap gunfire in 
their current war of world con- 
quest. 


Etches Memorial 

A catapult silo shielded me from 
the blast that killed Falgout. A 
few inches one way or another and 
the first Navy casualty of World 
hd bro 
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Memorial to Seaman F. J. Falgout 
etched in silver by Commander 
Schantz outlines the shell-scar on the 
USS Augusta. 


War II, as in World War I, might 
well have been a dental officer. 
On the following day, with a 
grim, tight-lipped crew in attend- 
ance, I marked off the stained 
deck area where Falgout died. 
With hot silver alloy, the shell- 


burst scar was preserved, a burn- 
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ing memorial to an American boy, 
a prophetic forerunner of mass 
murders to come! 

The die was cast then in Fal- 
gout’s memorial—it was just a 
matter of time. 

As a news story, the death of 
Falgout was buried in the back 
pages. Our Navy had an important 
job to do—the Japs were “so 
sorry” but disclaimed liability for 
the “accident.” It was a tough 
“accident” to prove, but not a 
man aboard the ship accepted 
this explanation. 

The thing was too pat! 

Consider the timing! The only 
time during the day when the bulk 
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Japs. Their ships anchored near- 
by were fully cognizant of our 
“movie-night” schedule. 

There have been hundreds of 
“movie nights” aboard the Au- 
gusta since Falgout’s murder in 
Shanghai—since the battered and 
wounded survivors of the Panay 
were loaded on board a few weeks 
later. These things are of the past. 
but Navy men, like elephants, 
never forget. Today, the roar of 
the Augusta's big guns off the 
French invasion coast is an in- 
spired roar, one that will be heard 
again and again and, one day. 
off the coast of Hirohito’s home- 


land. 


of the crew would be gathered in 
a concentrated group. Our ship- 
board routine was no secret to the 


U. S. Naval Training Center 
San Diego, California 


PRIZE AWARD 


COMMANDER C. W. Schantz wins the $100 OraL Hycriene August award 
for submitting the best story published in this issue. 


DENTAL INGENUITY ON SHIPBOARD 


Mayor S. PERLMAN (DC) writes that when he was on board ship some 
time ago on his way to a new post, a member of the ship’s crew re- 
ported to him with an impacted third molar that was causing excru- 
ciating pain. Major Perlman was the only dental officer aboard, and he 
felt that only extraction would relieve the pain. He was at a loss, how- 
ever, since there were no dental instruments of any kind on the ship— 
it was only when he happened to see a keg of large spikes on the deck 
that a solution came to him. He fashioned a cross-bar elevator in the 
machinist’s mate shop by bending a nail and shaping the tip with a 
grindstone. He was able to find some procaine, an Iver syringe with a 
one-inch needle, and succeeded in getting a good mandibular block. 
Using a scalpel, which doubled as a periostial elevator, he made a par- 
tial exposure of the tooth, and, then with the bent nail acting as an ele- 
vator, he popped the tooth out. The sailor was happy, relieved, and in a 
few days the socket was closing nicely. 
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OLD-AGE SECURITY 


* Third Quarterly Dental Opinion Poll 
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rd old-age benefits under the 
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“6 2. Should dentists protect 
themselves under a private 
annuity insurance contract? 
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under the administration 
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l tion one 12.3% 15.0% 2% 
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tion one 


















——- 








Dentists Prefer 


Social Security Insurance 
For Old-Age Benefits 


By ROSA HUGER 


Organized national plan for retirement fund approved by 
three-fourths of dentists voting in Third Dental Opinion Poll. 


OveER 70 per cent of the 2,632 in 
the dental profession voting in the 
third quarterly dental opinion poll 
stated they prefer old-age bene- 
fits under the Social Security Act 
to any of the other plans submit- 
ted to them such as private annu- 
ity insurance contracts, pension 
funds under the administration of 
dental societies, or retirement 
homes organized and maintained 
by dental societies. 

The poll, covering a represen- 
tative cross section of dentists in 
forty-eight states and the District 
of Columbia, reveals that 72.5 per 
cent favor old-age benefits under 
the Social Security Act; 27.1 per 
cent are against such benefits and 
4 per cent expressed no opinion. 

A large group believe that So- 
cial Security benefits are impera- 
tive for dentists because their av- 
erage annual earnings preclude 
the possibility of purchasing suf- 
ficient annuity insurance. They 
see no reason why they should be 
excluded. 

One dentist who favors the So- 
cial Security plan remarked: 

“The benefits for old-age under 
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Social Security should be avail- 
able to all self-employed persons 
if they care to take advantage of 
them.” 

Another said: 

“Social Security is the only 
answer as any benefit plan is too 
encompassing to be under a den- 
tal society or other circumscribed 
group.” 

Another declared: 

“Forced savings are vital to den- 
tists as well as laboring people.” 

In opposition to the Social Se- 
curity benefits, 27.1 per cent feel 
that dentists do not require sub- 
sidized programs for old-age se- 
curity since they are self-employ- 
ed and can take care of their own 
old-age funds. 

Since dentists are not at present 
included under Social Security in- 
surance, 61.6 per cent of all den- 
tists voting say that dentists should 
protect themselves under a _ pri- 
vate annuity insurance contract. 
However 28.8 per cent of all den- 
tists still felt that Social Security 
insurance was the best plan for 
them. The remaining 9.6 per cent 
favored other plans. 
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ate Annuities 


Of the total group favoring So- 
cial Security, 56.5 per cent also 
favor the private annuities if the 
dentists could afford them or if 
Social Security were not available. 
Of the group who are against So- 
cial Security, 76 per cent favor 
private annuities, expressing the 
feeling that dentists should take 
care of their own old-age funds. 
They favor annuities because such 
contracts would give them inde- 
pendence from federal or dental 
society arrangements. Others say 
they have been paying private an- 
nuities for years and other den- 
tists could do the same. 

As an alternative to Social Se- 
curity insurance only 43.4 per 
cent of the total voting believe den- 
tists should be participants in a 
pension fund under the adminis- 
tration of a dental society; 55.7 
per cent voted against the pension 
fund, and .9 per cent expressed no 
opinion. 

The large majority, 56.1 per 
cent, of those who favored Social 
Security on the first question, 
voted against the pension fund. 
However 42.7 per cent of the So- 
cial Security proponents said 
pension funds should be started 
immediately. 

Of the group opposing Social 
Security on the first question, the 
vote was more evenly distributed 
on this proposed pension plan, 
45.3 per cent voted affirmatively 
and 55.3 per cent negatively on 
pension funds. 
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Dentists who heartily favor this 
system felt there was a definite 
need for a pension fund as “pri- 
vate annuities are too uncertain.” 
Others commented: “This provi- 
sion would take care of the aged 
dentists who needed help,” and 
“It is an excellent idea and should 
be started at once.” 


Approve Pensions 


Some of those who favor the 
pension fund say: 

“Of all the proposed plans, I 
sincerely think that the pension 
fund would be more beneficial to 
any dentist.” | 

“The dues to keep up the pen- 
sions should be collected at the 
same time dental dues are paid 
and it should be required of all 
members in the national associa- 
tion.” 

Those who voted against the 
pension fund believe “dentists are 
in no position to afford more in- 
surance, “non-members would 
be left out of the pension,” and 
“there wouldn’t be sufficient, com- 
petent management for an under- 
taking as important as this to the 
dentists.” 

Retirement homes _ organized 
and maintained by dental societies 
represented the plan least favored 
of any submitted on the ballots. 
Sixty-seven and three-tenths per 
cent voted against this plan; only 
31.3 per cent acquiesced to the 
plan; and 1.4 per cent expressed 
no opinion. 

Out of the total group of 72.5 
per cent who voted “Yes,” in favor 


























































CO ee 


ln a 


an et ethic, ltt. seewataas ini 







of Social Security, 64.4 per cent 
are against the establishment of 
retirement homes; only 34 per 
cent favor them. 

Out of the group of 27.1 per 
cent who voted “No” to question 
one, 24.3 per cent favor retire- 
ment homes and 72.3 per cent op- 
pose. 

Those who want positive reac- 
tion on the retirement homes want 
them for senile cases who have no 
place to go and no one to care for 
them. They cited similar plans 
adopted for retirement homes or- 
ganized and maintained by other 
groups. 

Typical remarks were: 

“A retirement home maintain- 
ed by A.D.A. would be the logical 
solution to earned benefits if 
needed by any members.” 

“We need homes so we shall 
not be ashamed of our aged who 
are neglected and objects of char- 
ity.” 

Those who voted against the 
plan of retirement homes, believe 
dentists would object to such a 
plan and they would not accept 
“charity” from their fellowmen. 


Consensus 


General consensus proves that 
the dentists feel they are in need of 
an organized plan for security in 
old age. The majority believed 
that they would have security 
through Social Security benefits, 
supplemented by private annuity 
contracts if at all possible. Many 
also approved incorporating the 
pension fund along with social se- 
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curity and private annuity. Al. 
retirement 


though some think 
homes are necessary, the majority 
opposed this plan. Others state that 
although they do not know which 
plan would best answer the needs 
of the majority, they would laud 
any of the plans which could be ar. 
ranged by the dental societies or 
the government. All who generally 
favor the plans offered feel that 
there should be some means to 
take care of dentists when they 
are too old for practice or have 
reverses. 

Approval of the proposed plans 
was expressed with varied com- 
ments: 


“Many times through no fault ' 


of their own—due to misfortunes, 
sickness—dentists need protection 
and future security as well as any- 
one else.” 

“A dentist should have some 
sort of financial security for his 
old age. Some can save toward 
that goal but the majority need 
guidance.” 

“T feel that dentists should be 
eligible under the Social Security 
Act but, if not, the pension fund 
should be made available.” 

Those dentists who generally 
favored the private annuity to any 
of the other systems, felt a dentist 
could look after his own future 
whether it be by annuities or by 
other private means. 

Many expressed the sentiment 
that dental colleges should give 
students a better business training 
so they can start early on annuity 
insurance. 
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Navy Bill Revised: 


Extensive revisions of the Rivers bill 
have been made as a result of several 
hearings held early in June by the 
House Naval Affairs Committee, accord- 
ing to the Army and Navy Journal. The 
substitute bill was formulated by the 
Committee on June 6 and is intended 

\ to clarify the original bill which pro- 
vided for the establishment of a Dental 
Department in the Navy to function 
under the Surgeon General of the Navy, 
separately from the Medical Depart- 
ment. The new bill embodies ideas of 
prominent civilian dentists and of of- 
ficers of the Dental Corps of the Navy, 
who had testified in favor of the objec- 
tive of the original bill. 

The revised Navy bill has been re- 
ferred to the Surgeon General of the 
Navy, Vice Admiral Ross T. McIntire, 
for his consideration and later report. 
The Surgeon General had been the 
leading opponent of the original bill 
which was sponsored by Representative 
Rivers of South Carolina. 

The bill, in its revised form, calls for 
a reorganization of the Bureau of Medi- 
cine and Surgery, so that an officer of 
the Medical Corps and an officer of 
the Dental Corps will be detailed as 
Director of that Corps. Each Director 
is to have the rank, pay, allowances of 
a rear admiral while so serving. 


Student-Training Program: 


The attitude of the House of Represen- 
tatives toward supplying funds for the 
education of dental and medical stu- 
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dents is clearly expressed in this caustic 
comment issued on June 7 with refer- 
ence to the Army appropriation bill and 
published in the Army and Navy Reg- 
ister: 

“The Budget submission contem- 
plates continuing training in medicine, 
dentistry, and veterinary medicine, and 
the admission of new students in medi- 
cine and dentistry. New enrollees in 
medicine would not be available to 
render professional service for 51 
months, allowing six months of pre- 
medical or predental work and nine 
months’ internship or vice versa. A year 
ago the committee proposed and the 
House agreed that education in such 
subjects at public expense should be 
confined to those cases where students 
could complete instruction in degree- 
granting colleges or universities within 
two years. The provision did not pre- 
vail in consequence of Senate opposi- 
tion. The committee maintained then 
and maintains now that singling out 
young men for such classes of instruc- 
tion is highly discriminatory. The du- 
ration of the instruction is such that the 
likelihood of students being of service 
during the present war is quite remote. 
Another year has elapsed and new en- 
rollees would not be available for serv- 
ice prior to the close of the calendar 
year 1948. The committee is not recom- 
mending its proposal of a year ago, 
because a contract exists with present 
students, but it is proposing in a pro- 
vision of the bill that funds in the 
accompanying measure shall not be 

(Continued on page 1285) 
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THIS IS THE time to sponsor legis- 
lation to give the Dental Corps of 
the Army and Navy complete in- 
dependence from the Medical De- 
partment. At first we asked for 
independence for the Dental Corps 
within the framework of the Medi- 
cal Department. We received prom- 
ises but little action. Dental ofh- 
cers are still subservient to medical 
officers. We have been patient. 
The time has come for action and 
for American dentistry to sponsor 
legislation for complete autonomy. 

The Legislative Branch of the 
government is showing a_ brave 
spirit of independence. The Rivers- 
Andrews bill to establish a Dental 
Department for the Navy was fav- 
orably voted out of the House 
Naval Affairs Committee. We are 
grateful to the Congressmen who 
supported this bill. 

Suggestions for improvement in 
the organization of the Dental 
Corps made from time to time to 
the Secretaries of War and Navy 
are referred for answer to the Sur- 
veons General. In substance, the 
people who are opposed to more 
freedom for the Dental Corps are 
given the authority to make the 
final answer to our petitions. Natu- 
rally nothing is accomplished by 
this method. The time has come 
for legislation. The Congress rep- 
resents the people. The Congress 
will correct the discrimination. 
This is the time to put our case be- 
fore the people’s advocate. 


1278 
























LY 


~~ we kK we ke * 


No one relinquishes power and 
authority with good grace and 
with a smooth temper. The Sur- 
geons General and the medical of.- 
ficers enjoy their authority. That 
is human and natural, but it does 
not make for good morale within 
the Dental Corps. Unhappy and 
dissatisfied dental officers cannot 
give the best dental service to sol- 
diers and sailors. Dental officers ex- 
pect the same discipline and mili- 
tary courtesy that are required of 
other officers. They expect no pre- 
ferment or special privileges. They 
ask, however. that control be ex- 
ercised by officers of their own 
Corps who know the score and not 
by officers from the Medical Corps 
who are not trained in dental af- 
fairs. Infantry officers could be 
expected to chafe under directions 
from artillery officers on subjects 
of an exclusive infantry nature. 
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By EDWARD J. RYAN, D.D.S. 
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The Quartermaster Corps would 
properly resent dictation from the 
Corps of Engineers on matters of 
supply. 

No criticism is directed toward 
the functioning of the Medical 
Corps in the prevention of disease 
and in the treatment of casualties. 
The Army and Navy Medical 
Corps are doing a magnificent job. 
Neither is any disparagement of 
medical officers intended. With 
few exceptions they are capable 
and cooperative gentlemen giving 
excellent service. They would, how- 
ever, resent dental officers direct- 
ing their activities; they would 
contend that the dentists lacked 
expert knowledge on medical sub- 
jects. Around this single point 
whirls the controversy: dental of- 
ficers are discriminated against 
under the Army and Navy Regu- 
lations that allow medical officers 
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to direct dental affairs about 
which they lack expert knowledge. 

Inasmuch as the Surgeons Gen- 
eral have not sponsored adminis- 
trative freedom for the Dental 





-Corps under the Regulations of 


the Medical Departments it is now 
time to demand freedom by legis- 
lative action. 

During the presidential cam- 
paign the welfare of G. [. Joe will 
be mentioned many times. His 
well-being is inseparably tied to 
the entire military organization. 
He cannot be served as well as he 
might be if, anywhere along the 
line of military functioning, there 
are bottlenecks and _ inefficiency. 
Despite the restrictive conditions 
under which the Dental Corps 
operate the dentists in military 
service have done noble work for 
G. I. Joe. But he can be better 
served if the dentists serving him 
are free in spirit and released from 
the domination of the medical of.- 
ficers who are ignorant of G. I. 
Joe’s dental needs and of the prop- 
er methods of treating them. 

Every dentist in the United 
States should lend his support to 
the activities of the American 
Dental Association to win inde- 
pendence for dentistry. We have 
our own little struggle for libera- 
tion. We can be liberated by the 
non-violent and democratic meth- 
od of legislative action. 

708 Church Street 


Evanston, Illinois 
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Pittsburgh (Pennsylvania) Post-Ga- | 


zette: Doctor Frederick S. Franck, 
resident dentist at Magee Hospital and 
member of the staff of the Children’s 
Hospital since 1941, has been appointed 
by the Netherlands government to or- 
ganize dental services of the Nether- 
lands East Indies upon their liberation. 
Doctor Franck left at once to serve with 
the Netherlands Forces in Australia. 
During the reconstruction period he 
will work with the Netherlands Medical 
Service integrating the dental service 
into the entire health program for the 
liberated areas. Doctor Franck, who is 
a native of Holland, is well known in 
Pittsburgh as an artist where he has 
exhibited in numerous art shows. 


Chicago (Illinois) Sun: A woman 
who has practiced dentistry for twenty- 
eight years in Chicago, Doctor Jose- 
phine E. Vander Wolff, has been hon- 
ored by Austin High School for her 
constructive interest in student ac- 
tivities and the vocational guidance of 
students since her graduation from the 
school in 1904. The school appointed 
Doctor Vander Wolff as an honorary 
member of the National Honor Society, 
a scholastic organization of secondary 
students. 

Out of a class of 187 members Doc- 
tor Vander Wolff won top honors when 
she graduated in 1916 from North- 
western University Dental School. 
While carrying on her practice in a loop 
office she has helped organize clinics at 
the Sarah Hackett Stevenson Memorial 
Home and the Women’s and Children’s 
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Hospital. Doctor Vander Wolff is 
past president of the Women’s Univer. 
sity Club, and founder and president 
of the Chicago Club of Women Den. 
tists. Her home is at 646 South Prince. 
ton Avenue, Villa Park. 


Stars and Stripes: Captain Edward 
Kotab, of Nebraska City, Nebraska, has 
been converting discarded automobile 
tools into dental instruments to offset 
a shortage of dental equipment at his 





Army clinic in England. Screwdriver 
handles and shanks have been trans 
formed by Captain Kotab into elevators 
for extracting teeth and _ converted 
bridge spikes into spatulas for waxing 
dentures. 


Topeka (Kansas) State Journal: Doc- 
tor Leon R. Kramer, a dentist of To- 
peka, has been elected president by the 
Kansas Public Health Association. For 
many years Doctor Kramer has held 
the position of Director of the Division 
of Dental Hygiene, Kansas State Board 
of Health, in which capacity he will 
continue his service to the State. He is 
also a past president of the Kansas State 
Dental Association. 


Pittsburgh (Pennsylvania) Post-Ga- 


zette: To a former dentist, Doctor Ed- 
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ward A. Golden, goes the credit for be- 
ing the only Hollywood director who 
had a movie about the Nazis and the 
end of the war in production on D-Day. 
Doctor Golden has put the entire cast 
of his picture, “The Master Race,” on 
an overtime schedule and expects to 
have the picture ready for release in 
October, if that date seems appropriate. 
“The Master Race” opens with the war 
ended and the Nazis on the run. 

Doctor Golden practiced dentistry for 
five years after graduating from Tufts 
Dental College. He has been in the mo- 
tion picture business for the last thirty 
years. One of his most successful pic- 
tures was “Hitler’s Children,” which 
has earned more than $4,000,000. 


Boston (Massachusetts) Post:. Lieu- 
tenant Sol M. Kozol, USNR, former 


member of the oral surgery staff of the 


Boston Dispensary, has extracted teeth 
for more than 2,500 Marines since he 
entered the Service two years ago. 
Serving in the various marine outfits, 
Doctor Kozol has run into all types of 
unbelievable difficulties, including cen- 
tipedes and ants. 

In the brown-black mud of one is- 
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land, a truck accident left several Ma- 
rines with jaw fractures and broken 
teeth. Doctor Kozol extracted on the 





spot, seating his patients on the run- 
ning board of an eight-wheel truck. 
But for concentrated activity, Doctor 
Kozol’s career hit an all-time high on 
Tarawa. His first job came the morning 
of D-Day, while naval artillery fire 
pounded the atoll as a prelude to in- 
vasion. A heavy cable swung loose and 
struck a Marine across the mouth as 
he was climbing down a rope ladder to 
enter his landing barge. With most of 
his front teeth broken, he was in ex- 
cruciating pain. Doctor Kozol scram- 
bled down the ladder behind him, ex- 
tracted the jagged teeth in the swaying 
landing barge, and attempted to argue 
the Marine into staying aboard ship. In 
that, he didn’t succeed. 


CAN YOU USE A DOLLAR? 


TO EVERY READER who contributes a newsworthy item, something unusual about 
a dentist, which is published in Dentists in the News, we will send promptly a 
crisp, new one dollar bill. Every clipping must be taken from a newspaper and 
carry the name of the publication and the date line. Clippings submitted cannot 
be returned. When more than one copy of a clipping is submitted, the first one 
received will be used. Send all items to Dentists in the News, Orat Hycrene, 708 


Church Street, Evanston, Illinois. 


This month’s awards for stories published in DENTISTS IN THE NEWS 


go to: 


Captain ALEX Grower, Medical Detachment, 332nd Engineers, APO 350, New 


York. 


Miss Heten C. Larce, 36 Summit Street, Bristol, Connecticut. 


Georce D. Rouse, D.D.S., Argyle Hotel Building, South Carolina. 











By M. EVELYN THOMPSON 
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| IN THE MORE than one hundred 
; years that dentistry has been ac- 
knowledged as a profession in the 
| United States, dentists have never 
had the demand for their services 
: that they have today. Because of 
this demand, it is natural that no 
dentist wants to waste time won- 
dering what happened to the pa- 
tient who reserved time for an ap- 
pointment, but did not come. 

In talking with a number of den- 
tists, J find many have little dif- 
ficulty with broken appointments, 
and others waste time each day 


ELIMINATING 


APPOINTMENTS 






A dental assistant makes suggestions 
based on personal experience and interviews with dentists. 
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waiting for patients who do not 
come. 

It is the first group who can give 
good tips on how to eliminate 
broken appointments, and _ these 
men all agree on one important 
point. The idea of broken appoint- 
ments must be put out of the mind 
of the dentist before he attempts 
to eliminate it from the mind of 
the patient. 

Dentists who have learned that 
it pays to take patients on a long 
appointment basis, for an hour at 
least, have found that there is am- 
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ple time to discuss with each pa- 
tient the dental attention he needs 
to prevent further discomfort and 
unnecessary expense. The patient, 
who feels that the dentist is taking 
an individual interest in his dental 
condition, will be faithful in keep- 
ing appointments, or will call well 
in advance to cancel an appoint- 
ment. 

The dentists who have almost no 
broken appointments admit that 
they have not found the answer to 
the patient who cancels because of 
illness, lack of help to leave with 
the children, or weather condi- 
tions, but they do find that other 
reasons for broken appointments 
are almost negligible. 

When the dentist has impressed 
his patient with the need for den- 
tal care, and has made that pa- 
tient feel that he, the dentist, is 
concerned, then it is up to the as- 
sistant to do the rest. 


Estimate Time 


In many offices the procedure is 
to estimate the time it will take to 
restore each patient’s mouth to a 
healthy condition, and make a 
series of appointments. Other of- 
fices find it is better to make ap- 
pointments one at a time, unless 
for the setting of an inlay, an im- 
pression for a bridge. or the com- 
pletion of dentures or partial den- 
tures. Teachers of economic prac- 
tices in dentistry admit that any 
system that works is good, but 
there must be a system. 

The assistant, who makes the 
appointments, notes how much 
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time the dentist has estimated it 
will take to restore a mouth, and 
then discusses with the patient 
how that time is to be allotted. 
She repeats what the dentist has 
said about the importance of 
having the treatment at an. early 
date to prevent increased discom- 
fort and expense to the patient. 
She explains that the dentist is 
vitally interested in giving the 
service at the earliest possible 
time convenient to the patient. 

The patient. who has an oppor- 
tunity to express a preference for 
the time and length of an appoint- 
ment, has assumed a large part of 
the responsibility for being there. 
and will feel it his duty to notify 
the office in the event he cannot be 
there. 


Appointment Cards 


Many offices have appointment 
cards upon which is printed the 
name, address, and telephone num- 
ber of the dentist at the top, with 
the days of the week below, and a 
space for the hour of the appoint- 
ment. At the bottom of the card is 
printed a request that the patient 
notify the office if he cannot keep 
an appointment. These cards are 
welcomed by the patient, and can 
be relied upon, whereas memory 
sometimes fails. 

Another suggestion, which works 
well, is to telephone each patient 
the day before an appointment. 
When the assistant explains, be- 
forehand, that this is a regular of- 
fice procedure. patients accept it 
as such and welcome the reminder. 
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In one office where it was found 
that many new people were coming 
in to make appointments, the ap- 
pointment book became filled far 
ahead, and many times the new pa- 
tients did not return. The dentist 
had the idea of asking new patients 
for a small down payment on the 
service that was to be given, and 
as the request was presented prop- 
erly, he was willingly given a pay- 
ment and the broken appointments 
were eliminated. 

This procedure weeds out the 
group who drop in, hoping to find 
the dentist free at the moment, and 
make an appointment because 
there seems to be no graceful way 
to leave the office otherwise. 

In the opinion of many business- 
like dentists, charging for broken 
appointments is not satisfactory. 
The charge for a lost hour cannot 
possibly cover the loss to the den- 
tist, and the patient dislikes pay- 
ing for something he does not re- 
ceive. In offices where estimates 
are given on full mouth restora- 
tions, the dentist may include a 
fee to cover broken appointments. 
When the service has been com- 
pleted as scheduled, he gives the 
patient credit, and explains that 
the time required to perform the 
service was less than the time esti- 
mated. No one was ever offended 


by a refund. 
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For the canceled appointments, 
which cannot be eliminated, many 
dentists have a call list of patients 
who are willing to come on short 
notice. If this list is large enough, 
time can always be filled and peo- 
ple will inconvenience themselves 
to use that time, if properly im. 
pressed with the interest the den- 
tist has in them. 


Show Appreciation 


When patients are conscien- 
tious about keeping appointments 
promptly, let both the dentist and 
the assistant tell them that their 
efforts are appreciated. It is a sim- 
ple matter to remark, “We always 
know that when you make an ap- 
pointment you will keep it.” 

An occasional broken appoint- 
ment is welcomed for it permits 
the dentist to catch up on labora- 
tory work, office records, and dis- 
cuss problems with the assistant. 
Lost time is rare. 

When dentists realize that few 
of their patients ever question 
their ability, but choose them be- 
cause of the personal interest 
shown, they will find their offices 
filled with patients. A busy, happy 
practice, is the reward of every 
dentist who takes time to study hu- 
man nature and understand people. 


4213 Waban Hill 
Madison, Wisconsin 
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(Continued from page 1277) 
available on account of any new stu- 
dents enrolled subsequent to the date 
of this report.” 


Senate Reverses House on 
Army Trainees: 


Restrictions in the Army appropriation 
bill, which were passed by the House, 
against the use of money by the War 
Department to educate dental and 
medical students, except out of funds 
appropriated prior to June 7, 1944, 
have been eliminated by the Senate. 

Befére it took this action, the Senate 
was advised by the War Department 
that the House restrictions would con- 
stitute a serious handicap in the prose- 
cution of the war. They would prohibit 
the Army from sending medical and 
dental personnel to any university or 
professional school for specialized train- 
ing after June 7 of this year. 

The War Department also pointed 
out that it has been unable to secure 
the number of qualified personnel in 
the field of medicine to meet its estab- 
lished requirements, and there is a 
shortage of physicians in civilian life. 
Plans must also be made to give ade- 
quate medical attention to the men 
who return to their homes as casual- 
ties after the war. It is only through 
the Army specialized training program, 
operating without the restrictions laid 
down by the House, that all these re- 
quirements for health care can be met 
during wartime and after the Army is 
demobilized. 


Practitioners To Serve 
Veterans: 


The Army and the Navy have author- 
ized the appointment of civilian physi- 
cians and dentists to commissioned 
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grade for assignment to duty with the 
Veterans’ Administration, as reported 
in the Journal of the American Medical 
Association. For the present, however, 
the Veterans’ Administration does not 
require the services of dentists under 
this program. 

All appointees must first be declared 
unacceptable to the Army or the Navy 
because of physical disqualification or 
age and the War Manpower Commission 
must, in each case, specify that the 
practitioner is available. 

The Army will appoint for this duty 
civilian physicians and dentists up to 
the age of 63 years; the maximum age 
for Navy appointment is 60 years. Ap- 
plications of physicians and dentists 
declared available to the Army will be 
handled as follows: 

1. Those physically disqualified for 
duty with an Army installation or unit 
but physically qualified for duty with 
the Veterans’ Administration will be 
considered for appointment in the 
Army of the United States and assign- 
ment to a Veterans’ Administration in- 
stallation. 

2. Those physically qualified for gen- 
eral or limited military service with an 
Army installation or unit will be con- 
sidered as follows: (a) Those under 
the age of 45 may be commissioned in 
the Army of the United States for duty 
with an Army installation; (b) those 
between 45 and 55 who are qualified 
physically for general military service 
only will be referred by the Officer Pro- 
curement Service to the Navy for con- 
sideration for appointment by the Navy 
installation; (c) those between the ages 

of 55 and 63 will be considered for ap- 
pointment in the Army of the United 
States for duty with the Veterans’ Ad- 
ministration only. 
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NOT LONG AGO a dentist called on 
me to help him untangle his final 
withholding tax statement to the 
government for the year. It seems 
that he had not withheld any in- 
come tax from the salaries of his 
receptionist and nurse, assuring 
them that he would pay it. Now the 
day of reckoning was at hand. 

A number of employers, in an 
effort to pacify restless employees 
and under the constant threat of 
expensive labor turnover, are un- 
dertaking to pay the withholding 
taxes of their employees. 

This practice undoubtedly orig- 
inated with the law that makes an 
employer responsible for such a 
tax in the event that it was not 
withheld. Employers, who volun- 
tarily pay these taxes, have in- 
terpreted the procedure as a way 
to take on added expense. 

Actually the provision in the 
law making the employer respon- 
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sible for payment of the tax where 
he has failed to withhold it is not 
supposed to encourage the prac- 
tice. It is a law to prevent evasion 
of withholding and was_ never 
meant as anything else. It is in- 
tended as a penalty against the 
employer. 


Recent Ruling 


Recently the Internal Revenue 
Department ruled that, where the 
employer pays the withholding tax 
of his employees, the amount of 
the tax paid is additional income 
of the employee and, therefore, 
subject to the withholding tax. 

As an example, an employer 
pays an employee, who is single, 
$35.00. The exemption is $12.00 
and the exact withholding tax 
amounts to $4.60, which the em- 
ployer does not deduct but under- 
takes to pay himself. In effect 
then, the employer is actually pay- 


ing the employee $39.60 instead of 
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the apparent $35.00. By the De- 


partment’s interpretation, this 
would figure out this way: $39.60 
minus $12.00 exemption or $27.60 
subject to withholding of $5.52 in- 
stead of $4.60. 

It can be seen immediately that 
this practice of paying withhold- 
ing taxes understates the employ- 
ee’s wages for purposes of social 
security and unemployment in- 
surance deductions. 

In his own income tax return, 
the employer would find it neces- 
sary to show such tax payments 
as wages, and not an employee’s 
tax paid by the employer, as such 
a later deduction in determining 


net gain or profit would no doubt 
be disallowed. 


Violates Law 


Incidentally, such a practice, in 
fact, constitutes a salary increase 
in every sense, regardless of the 
employer’s intent or innocence of 
motive, and not merely for in- 
come tax purposes. It would be 
construed as a violation of the 
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Wage and Salary Stabilization 
Act, if eight or more employees 
were on the payroll. 

The penalty for violation of this 
act is most severe. For the pur- 
pose of determining the employ- 
ers deductible expenses to de- 
termine his income subject to in- 
come tax, it might be ruled that 
all wages or salaries paid to those 
receiving an increase be disal- 
lowed. Little imagination is re- 
quired to see what this might mean 
in terms of additional tax. 

After reporting wages, or sal- 
aries to determine net income, the 
employer, considering personal ex- 
emptions and deductions, might 
have a taxable income of say $7,- 
500; with salaries disallowed for 
even as few as two employees, 
this taxable income might jump to 
around $11,000. This additional 
$3,500 would result in the pay- 
ment of an extra $1315 income 
tax because of going into higher 
surtax brackets. 


304 South Broadway 
Los Angeles, California 


ORAL HYGIENE IS REACHING DENTAL CORPS OFFICERS 


FoR MANY MONTHS, ORAL HycIeneE has been mailed to every member 
of the Army and Navy Dental Corps whose address has been furnished to 
us. Copies for those overseas are sent by first-class mail. In addition, 
copies are sent to dental clinics in Army camps and Navy stations in this 
country, not so many as we would like, owing to the paper shortage, 
but as many as possible. Each DENTAL Dicest subscriber in service con- 
tinues to receive the magazine without further charge and will receive it 


monthly, until his return to private practice. 






Edétorial Comment 











**Give me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties,’’ John Milton 


DENTAL OFFICERS SPEAK THEIR MINDS 


THERE ARE two methods of determining the opinions held by any group 
on any subject. One is intuitive. In this method the inquirer goes into 
seclusion; he either does or does not gaze into a crystal; finally he 
emerges with opinions fixed and rushes to a typewriter to express the 
thoughts pulled out of the air. The other method of opinion probing is 
more laborious and more accurate. In this procedure the inquirer goes 
to a representative group and asks direct and specific questions. The 
sample should be large enough and the distribution wide enough to 
give an accurate cross-section of opinion. This method has been used 
recently by this magazine to determine the sentiments of the dental 
officers in the Army and Navy. 

The names of 500 dental officers were selected at random from our cir- 
culation list. A copy of the March editorial that carried twelve pertinent 
questions was sent to each officer. Almost half the number queried re- 
sponded—232 to be exact. These men in military service in an over- 
whelming number (211 to 18) expect the American Dental Association 
to be their vigorous champion by insisting that the Dental Corps receive 
proper recognition and authority in the military establishment. These 
dental officers hope that the American Dental Association (125 to 93) 
will be of some aid to them in reestablishing practice after the war. They 
are also hopeful (137 to 86) that dental organizations will set up loan 
funds to help them in reestablishment. 

The dentists in Service believe (165 to 41) that our soldiers and 
sailors have an increased appreciation of dental service as a result of the 
dental treatment they have received in the Army and Navy. They believe 
that the men and women in Service will be more likely to demand the 
perpetuation of private practice than a form of socialized care (114 to 
82). The dentists in the Army and Navy do not think that their col- 
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leagues now in civilian practice will make a strong effort to have pa- 
tients returned to their former dentists (205 to 15). In the question re- 
garding governmental employment of dentists after the war, 58 voted 
that such employment was acceptable whereas 154 said they had no wish 
for such work. Although dentists expressed this emphatic vote for 
private practice they voted strongly (124 to 87) to maintain commis- 
sions in the Dental Reserve Corps. It seems like a fair interpretation to 
say that most dentists do not want government jobs in peacetime but 
they are willing to keep their commissions so that they may serve the 
Nation in a time of emergency. 

Although the question was not asked, an opinion on state licensing 
reciprocity was expressed by a good number of the dental officers. A 
typical comment: “A lot of us are going to come out of Service with no 
funds; health impaired; practices shot, scattered to all the boys who 
stayed home. Many of us feel that we have nothing to go back to and 
would like to locate in another state, but the state licensing stops us. We 
would like to see some legislation allowing the ex-service dentist to prac- 
tice in the state of his choice, giving us a year after discharge to relocate 
where we might desire.” 

Dental societies, dental colleges, and the government, have a signifi- 
cant responsibility to offer refresher and postgraduate courses to return- 
ed dentists. On this subject 193 voted that they expected such courses 
while only 31 voted in the negative. On the subject of a dental organiza- 
tion composed exclusively of dentists who served in the armed forces the 
vote was close, 119 for such an organization, 104 against. 

Finally each dental officer was asked if he considered himself a better 
dentist as a result of his military service. This was a hard and searching 
question. Of the respondents, 97 said that they were better dentists than 
they were in civilian life; 125 said they were not. 

There will be other surveys conducted by professional organizations 
among their members in military service. The opinions expressed should 
act as blueprints for planning. There is but one way to determine what 
people are thinking—ask them. Dental organizations should heed the 

opinions expressed by members in military service and formulate plans 


in conformity with them. 
Guat f Ayass 
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CHART |: Average Net Income of Dentists by Age Groups. 
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NATIONAL SURVEY SHOWS 


DENTISTS, WHO constitute the 
third largest professional group of 
independent practitioners in the 
United States, grossed 468 million 
dollars in 1941, which is approxi- 
mately equivalent to consumer ex- 
penditures for dental services. 
Basis for this statement is a sur- 
vey! that was conducted early in 
1942 by the U. S. Department of 
Commerce and the American Den- 
tal Association. Questionnaires 
were mailed to all dentists in the 
United States. Returns were re- 
ceived from 13,489, representing 
19.2 per cent of civilian dentists. 

The average net income of all 
dentists who reported was found 
to be $3,773 in 1941, an increase 





1Denison, E. F.: Incomes in Selected Profes- 
sions, Part 5, Dentistry; Survey of Current Busi- 
ness, U. S. Department of Commerce, 1944. 
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of 29.5 per cent over 1937. The 
average income for members of 
the American Dental Association 
was $4,177, and for non-members, 
$2,941. 

It was found that there is a 
close relationship between age of a 
dentist and his income. As indi- 
cated on Chart I the average in- 
come rises sharply from $1,932 
for dentists under 25 years of age 
to a maximum of $4,566 in the 
40-44 year age group. Then a 
steady decline is noted through 
successive age classes to $2,230 
for dentists 65 and over. 

In the years from 1937 to 1941, 
as shown in Chart I, dentists 
over 30 years of age, and to a 
lesser extent, those over 65, expe- 
rienced larger percentage  in- 
creases in income in this period 
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CHART Il. Average Net Income of Dentists by Size of Community. 








$5000°" 





























2500 5000 


UNDER 1000 2500 5000 10000 25000 50000 100,000 OVER 
POPULATION, LOOO TO TO TO 
10000 25,000 50000 100000 500000 























TO TO TO TO 500.000 








7 AVERAGE NET INCOME 
I) | fseooe r nit 
iE sel veces 
-& 
$1000%° * 
| feet 3 hi tat asl Pa AAS 44 Hi 








than those in the middle-aged 


he groups. The survey also showed 
of that general practitioners report- 
ion ed larger income increases than 
TS, specializing dentists. 
Considering the location of the 
4 dentist, it was shown that the size 
fa of the community in which he 
di- practices has a definite effect on 
in- his income (Chart II). The 194] 
32 average net income _ increased 
ge steadily with the size of the com- 


the munity from $2,470 in the com- 
a munities of 1,000 or less to $4,112 
gh | in the 25,000 to 49,999 class. The 


30 income rose slightly to a maximum 

of $4,151 in the 50,000 to 99,999 
Al, class, and thereafter declined. Av- 
sts | erage income in cities with popu- 
4 | lation above 500,000 was lower 


pe- than that of any city-size group 
in- above the 25,000 population level. 
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ENTISTS’ INCOMES 


Average incomes increased much 
more sharply from 1937 to 1941 
in the larger cities than in the 
small communities. 

Dentists who have been in prac- 
tice from 15 to 19 years reported 
the highest net incomes. 

With reference to the gross in- 
come of non-salaried dentists in 
1941, it was found to be $7,020. 
Out of this amount an average of 
$551 went for the pay roll and 
$2,687 for other costs of practice. 

The dentists who cooperated in 
this survey reported the employ- 
ment of 6,040 full-time employees 
and 2,754 part-time employees. 
Dental assistants comprised 69.2 
per cent of the employees reported. 
Average annual earnings for 1941 
of full-time employees was $958 
compared with $785 in 1937. 














LOWER ANTERIOR BRIDGE CONCEALING 
GOLD CONSTRUCTION 


By BENJAMIN J. PERLOW, D.D.S. 
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Lower left lateral incisor 
to be restored. Bridge to 
be soldered on cuspid and 
rest free on inlay on lower 
left central. 


View from the lingual, and 
consider the triangular 
shape of the left central on 
the Jingual rather than the 
labial. 


Make slice preparation on 
the distal side of central, 
on the lingual triangle 
only. Do not touch the me 
sial side, 














LINGUAL VIEW 4 
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LINGUAL VIEW 5 
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LINGUAL VIEW 6 











Make slice from mesiodis- 
tal center of lingual sur- 
face at gingival to contact 


point, 


Prepare definite margin at 
incisal, and towards the 
mesial surface, but not to 
it. 
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Using a tapering bur, cu 
groove on distal from git 
gival seat to the height of 
cavity preparation, 


| 
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Conducted by W. EARLE CRAIG, D.D.S. Drawings by Dorothy Sterling 
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LINGUAL VIEW 9 








Using a #1 round bur, drill 


gingival, and one at the 
mesial side of the cavity 


Fit inlay and prepare a slot 


on the distal, sufficiently 
deep to prevent lingual 
dislodgement of the bridge. 


Make similar preparation 
and inlay for the cuspid. 






Cement inlay. 


= 
} two holes for pins—one at 


preparation near the inci- 
sal, with direction away 
4 from the pulp. Wax up 


and cast inlay. 









































n on 
tral, 
ngle 
mes 
10 il 12 
Grind in tooth. Take impression and make _ Set bridge and cement the 
up bridge. facing after the bridge is 
in place. 
U 
{ , , , ‘ ‘ 
be If you are interested in a particular technique, and would like 


t of to have it included in this series, please write to W. Earle 
Craig, D.D.S., 1005 Liberty Avenue, Pittsburgh 22, Pa. 
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Radiation 

(.—Some time ago you answered an 
inquiry regarding the “Effect of Radia- 
tion.” 

You made the statement that one 
could tell by the blood count whether an 
operator was exposed to too much radi- 
ation. Will you kindly tell me just 
how radiation affects the blood count? 
—-A. S., Michigan. 

A.—According to Sinclair’ too 
much exposure to x-rays results in 
a marked increase in the lympho- 
cytes. Comroe, Collins and Crane* 
say such exposure results in aplas- 
tic anemia. 

Doctor W. S. Thompson* of Los 
Angeles has quite a long article, 
but it is devoted to the effect of 
direct exposure to the rays on the 
patient and to the dentist who 
holds films in patients’ mouths 
while they are being exposed. 
Other literature deals almost ex- 
clusively with the effects of the 
primary rays while you and I are 
most interested in the effects of the 
secondary rays as we would not 
be so foolish as to expose our- 
selves to the primary rays. I think 


'Sinelair, J. A. and Baker, O. C.: Preliminary 
Keport of an Investigation of the Blood Changes 
in Dental Radiologi«ts, Periodontology J. 7 :31-37, 
1936: Georgia D. A. J. V. 10 (Nov. 11-18) 1936-37, 
2Comroe, Bernard J., Collins, L. H. and Crane, 
M. P.: Internal Medicine in Dental Practice, 
Lea & Febiger, 1938. 

“Thompson, W. S.: Detrimental Biologic Effects 
of Roentgen Rays, Proc, Dental Centenary, pages 
86-91, 1940, 


Please communicate directly with the Department Editors, V. Clyde Smedley, 
D.D.S., and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, 
Colorado, enclosing postage for a personal reply. 


if your lymphocyte count does not 
go above 35 per cent you need not 
worry.— GEORGE R, WARNER. 


Severe Pain 


Q.—A man of 45 has a continuous 
steady pain in the left side of his face 
extending in an area from his nose to 
his ear. At times the intensity of the 
pain increases at certain points along 
this line. He describes the pain as be- 
ing deep in the bone and says that most 
of the time his nose feels clogged and 
feels like a raw surface. 

About twenty years ago he had a his- 
tory of general neuritis but it disap- 
peared with treatment about five or six 
years ago. 

He had no trouble until a few years 
ago when one morning on waking he 
experienced a terrific roaring sound in 
both ears, like a motor. The roar dis- 
appeared in several weeks and at this 
time the pain on the left side became 
evident. 

He has been to numerous physicians, 
including specialists in eye, ear, nose 
and throat. He has never had any sinus- 
itis. However, one physician just recent- 
ly entered the maxillary sinus and ap- 
parently drained or flushed it, but 
there has been no relief. 

A full mouth roentgenogram shows 
no pathology. He has two missing man- 
dibular molars. However, the bite is 
slightly closed and I thought, perhaps, 
some success might be attained by open- 
ing the bite. Do you think this advis- 
able? I know bite opening is a tricky 
matter so I am treading cautiously. 

We should both be very grateful if 
you could possibly offer us any solution 
in this matter, The man is about frantic 
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from this distracting pain.—J. W. K., 
New Jersey. 

A.—Your description tallies so 
closely, as to the area of pain and 
the distracting character of chang- 
ing severity, with one of the stages 
of tic douloureux that I am inclin- 
ed to think that he is a victim of 
that malady. He may not have a 
“trigger point” at this time but 
that may develop later. Certainly 
the possibility of the condition be- 
ing tic douloureux should be con- 
sidered. 

Yet again there is, of course, a 
possibility that this chain of symp- 
toms from roaring sounds in the 
ears to intense pain are the result 
of the bite closure, despite the fact 
that the closure does not appear to 
be enough to cause any such dis- 
turbance. You can determine this 
quite simply by fitting the man 
with an occlusal acrylic or vulcan- 
ite splint, raising the bite to nor- 
mal or a little above normal. 

We make such splints often by 
establishing the desired opening 
with baseplate wax covering all 
posterior tooth occlusal surfaces 
including, as in this case. the miss- 
ing tooth spaces. Record a func- 
tional bite by having the patient 
throw the jaw into all possible 
functioning positions, carve to 
correct buccal. lingual. occlusal. 
and individual tooth form and 
process with tooth-colored acrylic. 
Stainless steel wire clasps can be 
inserted to grasp one tooth on 
each side. 

Such a splint can be worn for 
weeks or months or, in some cases, 
quite indefinitely if the patient will 
keep the teeth and splint thor- 
oughly brushed as frequently as he 
eats. Or at least he should wear it 
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long enough to determine whether 
his distress symptoms are relieved. 
—V, CLYDE SMEDLEY. 


Deciduous Teeth 


Q.—I have a patient, a girl, 15, whose 
upper deciduous cuspids are still in 
place, but the left one is slightly loose. 

In order to preserve the appearance, 
the left upper deciduous cuspid has 
been restored with porcelain. The pa- 
tient is in good health. The oral cavity 
and all the other teeth are kept clean. 
The roentgenograms show no sign of 
the permanent upper cuspids. 

Since the patient will soon lose her 
deciduous teeth, I shall appreciate your 
advice in regard to the proper restora- 
tions to be made.—W. W. N., Illinois. 

A.—tThe replacement of a max- 
illary cuspid is always a difficult 
procedure because of its being at 
the angle of the jaw and its reten- 
tion depends on teeth in different 
planes. In your case this inherent 
difficulty is increased because of 
the spacing of the anterior teeth 
and the small size of the lateral in- 
cisors compared with the spaces 
for the cuspids. If the left decidu- 
ous cuspid is lost at all. soon it 
would be wise to replace it with a 
small removable appliance to be 
worn until the patient is at least 
twenty. 

Some dentists advise the perma- 
nent replacement of the deciduous 
cuspids with a removable piece. 
This would serve esthetics fully as 
well as fixed bridges and would 
obviate cutting into the bicuspids 

and lateral incisors. If fixed 
bridges are used it would seem 
wise to use jacket crowns on the 
lateral incisors and. as these teeth 
have nearly parallel lateral walls. 
jacket crowns could be made with 
enough greater mesiodistal diam- 
eter to reduce the spaces between 
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the lateral and central incisors and 
the spaces between the lateral in- 
cisors and bicuspids. 
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Another method of replacing the 
cuspids has been suggested; that 
is, making cantilever bridges with 
attachments on the first and sec- 
ond bicuspids in each case. This 
would not be altogether satisfac- 
tory because of the roots of the bi- 
cuspids not being long, particu- 
larly in the case of the second bi- 
cuspid on the right side. 

I hope the readers of ORAL Hy. 
GIENE will tell us about their 
experiences in similar cases— 
GeorGE R. WARNER. 


White Coating 


Q.—I made a partial upper (horse. 
shoe) denture in acrylic for a man 
about forty years old. A short time after 
I inserted this denture, he presented 
himself at my office with the entire roof 
of his mouth and the area under the 
saddles covered with a whitish coating. 
The skin was peeling under the saddles, 

I had him go without the denture for 
a few days, and I scraped away some of 
the acrylic in the saddle areas to ease 
the contact. After he wore this partial 
denture for about two or three days, the 
condition reoccurred. 

Is it possible that this patient has an 
allergy to the denture base material? 
His health is excellent. 

I was considering remaking the den- 
ture with a clear acrylic to see if the 
coloring in the material has been re- 
sponsible. 

I should appreciate any advice you 
could give me on this case.—S, A. F,, 
New Jersey. 

A.—Does this man wear his par- 
tial denture continuously day and 
night? I have frequently observed 
a white coating on the palate under 
full upper dentures that are worn 
continuously. This we attribute to 
exfoliated, epithelial cells, such as 
are constantly being thrown off 
from all epithelial surfaces of the 


body. Ordinarily, these dead cells 


are carried away in the mouth by 7 
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the tongue, saliva, and food ex- 
cursion. 

For such edentulous patients, we 
simply instruct them either to 
leave their dentures out at night, 
or brush the edentulous gums fre- 
quently with a brush that is not 
too stiff. I have not observed this 
condition under partial dentures, 
but I do not know how else to ac- 
count for it. It does not seem that 
it could be the result of an allergy, 
which is usually manifested by ir- 
ritation or inflammation. There 
are, however, occasional patients 
who are allergic to methyl meth- 
acrylate. I feel sure that there 
would be no difference in this re- 
spect between the pink or clear 
acrylic.—V. CLYDE SMEDLEY. 


Treating Socket 


Q.—Enclosed are several roentgeno- 
grams of a lower right molar area which 
I have been treating as a dry socket 
case since the extraction three months 
ago. The resorption seems to be slow. 
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There is no pain and the patient has 
suffered no ill effect. Despite all reme- 
dies, I am unable to clear this up.— 
J. W. F., Massachusetts. 

A.—Since your patient suffers 
no pain or other symptoms I won- 
der why you continue to treat her 
for a dry socket. It would seem 
that continued packing or over- 
medication might be keeping the 
socket open. I would suggest that 
you let it alone for a while except 
that either you or the patient might 
wash food debris out once or twice 
a day with a flow of water from a 
syringe. Normal salt _ solution 
would perhaps be a little better 
than plain water. 

Your roentgenograms seem to 
indicate a granulomatous area at 
the apex of the second molar roots 
and a radiopaque area below the 
apex of the second bicuspid. The 
latter may be the mental foramen 
but another exposure in this area 
might remove all doubt. — V. 
CLYDE SMEDLEY. 





NEED TWO-WAY DRUG FOR JAW CASES 


SOONER oR later a drug for almost anything is developed. For example 
say Londoners, if during a hearty laugh you throw your jaw out of joint, 
a new drug from America will put it right. When Newcastle-on-Tyne 
dental hospital asked for a supply of the new drug, American medical 
authorities in New York sent some. The drug was used to cure airmen 
who developed “snapping jaws” and it proved a success. 

“At the moment,” says the editor of The Stars and Stripes, “we would 
like to see the scientists produce a version of their cure ‘in reverse’—a 
drug to close the traps of habitual talkers and put the lid on careless 


chatter for the duration of the war and six months or so thereafter,” 
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GETZ 400 


DENTURE ACRYLIC 


The Getz Laboratories, constantly seeking for betterment, 
now offer this improved top-flight material . . . without 
plasticizer. There is no change in price. The same leader- 
ship standard of quality is maintained. 


Check these economy and performance features... 
every one protected by our money-back guarantee: 


‘100% pure acrylic resin for enduring sta- 
bility. 
/ Delivers up to 25% more dentures. 
‘ Saves up to 50% in time. 
/ Mixes perfectly in 3 to 5 minutes. 
‘ Positively free from porosity, pitting. and 
teeth checking. 
\/ Color beauty . . . a delicate tone to rival 
that of Nature itself. 
] Ib., $7.50 (Including Liquid) 5 lb. Bulk, $6.50 per Ib. 
Clear, Mottled, or Fine 
Order This Guaranteed Material From Your Dealer 
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THE WILLIAM GETZ COMPANY | 


175 N. MICHIGAN AVE. . . CHICAGO 





FE BEAM... 


Relief from the pain, tissue soreness and muscular 
trismus which usually follow extractions or other 
instrumentation logically suggests the use of an 
effective analgesic “beamed” directly at the in- 


Dillard's 
ASPERGUM 


makes possible a prolonged topical analgesia of 





the buccal mucosa. 

By chewing Aspergum, the patient releases a 
soothing flow of aspirin-laden saliva that laves 
the recesses of the gingivae. Traumatized tis- 
sues are kept moistened and less sensitive to pain. 

Use Aspergum preoperatively to allay appre- 

¥ hension and pain, postoperatively to relieve dis- 
S-omfort following surgical procedure or as a 
Means of soothing gingival soreness associated 





m Nh periodont al treatment. 


Ktbically promoted not advertised to the 
laity. White Laboratories, Inc... Pharmaceutical 
Manu agturers, Newark 7, New Jersey. 
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to her 
pressed 


Little June came running 
grandmother, holding a dry 
leaf. 

“IT found it in the big Bible, grand- 
ma,” she cried excitedly. “Do you sup- 
pose it belonged to Eve?” 


* 

Hubby: “In these days, of all the 
accomplishments to boast about—that 
fellow on the third floor says he has 
kissed every woman in this apartment 
building but one!” 

Wife: “I'll bet that’s that stuck-up 
Mrs. Murphy upstairs!” 

* 

“Lillian and Jim are always going to 
those mystery plays.” 

“Well, it’s all right as long as they 
love each shudder.” 


* 


“Before I can engage you, you will 
have to pass an intelligence test.” 
“Intelligence Test? Why, the adver- 
tisement said you wanted a stenog- 
rapher.” 
* 


Set.: “How is it you don’t like the 
girls?” 

Pvt.: “They’re too biased.” 

Set.: “Biased? What do you mean?” 

Pyt.: “It’s bias this and bias that, 


"99 


until I’m broke! 
* 


Fred: “Her niece is good looking, 
don’t you think?” 

Alice: “You ought to know better 
than to say ‘knees is’; say ‘knees are.’” 


Medical Man: “Your husband must 
have absolute quiet. Here is a sleeping 
draught.” 

Patient’s Wife: “When do I give it to 
him?” 


Medical Man: “You don’t give it to 
him—you take it yourself.” ' 


* 


“You are called as a witness of the 
quarrel between your friend and his 
wife. Were you present at the begin- 
ning of the trouble?” 

“Certainly! I was a witness at their 
wedding.” 


* 


It was a hot August afternoon at one 
of our southern Army camps. A tough, 
seasoned sergeant had been drilling 
raw, awkward recruits until the men 
were ready to drop. 

A captain, passing, paused for a 
moment to eye the spectacle with evi- 
dent displeasure. An especially clumsy 
recruit had the ill luck, at that precise 
moment, to drop his rifle. The captain 
called the culprit out of line. “How 
long,” he asked witheringly, “have you 
been in the Army?” 

The recruit looked up, all the weari- 
ness and woe of the world writ upon 
his countenance as he stammered, “A - 
a-all day, sir.” 


* 


“And where is Cadet Smith?” 
“A.W.O.L.” 

“What do you mean by that?” 
“After women or liquor.” 
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‘MY PET PATIENT, ” Dr. A. M. tells us, “is a woman 
whose dog should be in the Army WAGS. For whenever 
this canine imagines I may be hurting his owner, he 
goes for my leg with murderous intent. 


“Otherwise, my patient is O. K. I had hardly begun 
talking about the only dentifrice which contains sodium 
ricinoleate to peptize the adherent mucin and make 
it more readily removable with a brush, when she 


smilingly replied, 


“Why, even my dog has been here 
enough to know you mean Defoxol,’“” 
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(DETOXOL TOOTH POWDER 






THE WM. S. MERRELL COMPANY, CINCINNATI, U. S. A. 
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Wil Y du Pont gives E 


DU PONT technicians use a polarograph to study and record the 
purity of many chemical products. This is one of several ultra- 
sensitive machines used by Du Pont to detect any impurities which 
might influence the hardness, the strength or the appearance of 
materials, such as ““Lucitone’’ methyl methacrylate denture resin. 


Other ingenious machines have tested ‘‘Lucitone” in many ways. 
“Mechanical jaws’? determined hardness and tensile strength. 
Accelerated weathering machines have checked the permanency 
of color. And abrasion machines, acidity tests and spectrophoto- 
meters all give you further assurance that Du Pont products 


formulations are ‘“‘right’’. 


All these tests mean one thing to you and your patients. They mean 

that “‘Lucitone”’, developed specifically for dentistry, measures up © 
to the highest professional requirements. They mean that, for all A 
your acrylic dentures, you may specify “Lucitone” with confidence. 4 
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“LUCITONE” is the trade mark on the 

only methyl methacrylate resin denture 

\, base material completely processed by 

-} Du Pont. “Lucitone” is distributed 

y 4 solely by the L. D. Caulk Company, 
EJ Milford, Delaware. 


DU PONT “LUCITONE” 


Better Living ... Through Chemistry 








astic chloroform 
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xdoigene ime _ 
i - This constant temperature bath, used 


mT in determining the relative viscosity 
of a chloroform solution of meth- 


acrylate, enabled Du Pont techni- 
cians to select the proper plastic 
product for dental use. 











Fy 
Ty) We YM. 


In modern prosthetic di 


casting, resiliency. resist ae ance to! 


5 ti Be rr" f & . 


y Le 





tec ntg,. 


Nf 


mG 


may satisfy some of the material 3 


requisite physical prope: 





DENTAL GOuod 


INSTETUTE 





TUE DEN Tee Go 








¢ don imiined design demands accurate 


ompressive and shearing stresses. While other metals 


quirements, only Gold Alloys provide all 





per 





- 


pi NSTUTMTE, NEW Y¥DRK. N.Y. 





Enjoy the pleasure of real comfort . . . and 
the satisfaction of smart appearance with 
ANGELICA S. You’Il be surprised at their long 
weor... and their low cost. Every garment 
Tested and Approved and thoroughly 
guaranteed. Prompt, convenient service. 
Order today! Free delivery in U.S. if full 
” payment accompanies order. 
SMOCK (at left). Made of sturdy White Twill 
with pleated back and indestructible knot 
buttons. Sizes 34 to 48. 
DRESS (af right). Princess style, opening full 
length with sewed-on White bone buttons. 
Detachable belt. Made of durable White 
Twill. Sizes 30 to 46. 


UNION MADE 


* ee WASHABLE 
ORDER NO. 41 TD 8 UNIFORMS 


ORDER NO. 31 TO 219 


s 35 Order from Our Branch Nearest You 
2 ed. _. “107 W. ten se, Sept ~" $300 ea 


3 FOR $6.70 sateceniaes ea Michigon Ave., Dept. LE 


_... 1101S. Main St., Dept. LE 
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GET OUT OF YOUR LAB 


UNTIL THE DUST CLEARS 2? 


A busy Detroit dentist told us, ““When 
grinding dust gets too bad, I get out 
until the dust clears.” 

He ordered a Dustkop...when we asked 
him to figure the amount of money he 
lost “waiting for the dust to settle”. 
How much Time and Money are You 
Losing when you “get out of your lab 
until the dust clears.” A DUSTKOP 
costs less than $100.00. 

QUIET IN OPERATION’ LOW COST- COMPACT: PORTABLE 
Installation: You can install it; you place 
it where you need it and plug into the 
electric power. 

SEND FOR COMPLETE INFORMATION NOW 
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Eisecially' le ils tree taiane dope vdiert iighly. relthed: fonds appear to’fevoke 
- inadequate muscular effort, and proper chewing habits are so important to structural 

' integrity of the mouth and jows. 
: The recommendation of Dentyne as a physiologic stimulant invariably elicits a most 
enthusiastic response, for its delightful flavor immediately appeals to little patients. And 
the practitioner knows Dentyne is technically sound, because of the size of its bons, & its 


firm resilience and its reduced sugar content. 


VJ: We CHEWING GUM 
THE IDEAL MASTICATORY 
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Here’s why Dr. Wernet’s is the right denture powder 


APPLYING DR. WERNET'S 


i a 


= ~ 
~N 
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ae powees on “ ridge area 
and up sides to periphery, acro 
post p hen Shake aun oft ss 


MAKE THIS TEST 


Mixed with a lircle water in che 
of the hand, Wernet’s forms 

a smooth thin hlm—an insolu- 

ble powder becomes Inmpy. 


j NON-INCRUSTATING — Daily cleaning of the 

denture will dissolve and remove ail traces of 
Dr.Wernet’s powder, leaving no residue to incrustate 
in ridge areas. Insoluble powders can set up uneven 
pressure, cause mal-occlusion, the forerunner of 
dread pendulous tissue. 


SOLUBLE— Because Dr. Wernet’s is completely 

soluble, free of foreign matter, it sets up a soft, 
résilient cushion of almost imperceptible thickness 
permitting the denture to ride close to the tissues a 
you designed it to do and does not create any bulk 
to destroy that perfect fit. 
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».. and here’s what the wrong 
denture powder can do 





This enlarged picture symboli- 
cally portrays pendulous tissue 
which is the result of mal-oc- 
clusion. The use of insoluble 
denture powders may form in- 
crustations and, if not removed, 
these hard uneven’spots can— 
through mandibular pounding 
—compress the cellular bone 
structure. Nature then com- 
pensates for this condition by 
sponging the resilient tissue, 
at that point, to replace the 
compressed bone, resulting in 
a condition of TRAUMA. 








OOnt TiSS¥E 


PENDULOUS TISSUE 


sie. See ete ecg 
cee ar Be 0,S8ce 0 OY 
a - “* ~~. 
‘< o% 7 











et's P 
nn Fd Its chief epee 





ee 3 made of the finest nance" oy 
3 ure it is used universally 
; % pire tas of ice cream. us, r 
2 — - seat if swallowed and — alkaline 
f no 
Pleasa Dr. Werner's gestion for it is neither act 
is & eg denture wearers 
Faring adaptation period. to Wernet Dental Mtg. Co SE 
Request 6, N. J g i | 
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Dr.. Wernet $ is 


¥ & 
Ideally functional 
for the BMlewer frend 


ie @Witioms Spur-Saddle Liagual Bar is designed fp 
+ fulfill the requirements of the newer technics—egp, 
cially today’s. lightweight cases of acrylic and similg 

- denture materials. Unique reinforcing spurs are quick : 
a — sie ing 7 neatly over r the ridge and between th he 


SPUR-SADDLE LINGUAL BAR 








e| , ‘on Available INCE MORE 


wth BRASS STERILIZER 





The handsomest Sterilizer cabinet of all is again 
being supplied, just as it was before material restric- 
tions stopped its manufacture. This is the famous 
dental size double cabinet, with 14” Super-Automatic 
Sterilizer, and Formica top with space for addition 
of Model FL (6” x 12”) Autoclave—which will also 
be available one of these days! Eastern Zone, $145.00. 
Western Zone, $156.00. 


PELTON & CRANE COMPANY 
Detroit 2, Michigan — Established 1900 
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HEN clear acrylic is needed, experienced tech- 







nicians reach for Kerr Crystolex every time. 
No impurities in Crystolex to tint or cloud the pains- 
takingly cured palate. Just the clear, crystal, trans- 
parent result that makes every patient so proud of 
his new denture—so appreciative of his Dentist. 


Our new booklet “Only Kerr Adds .. . “ 
tells why Crystolex clear is actually 
and reliably clear. Write for it! 


KERR DENTAL MFG. CO., Detroit 8, Michigan 
Established 189! 


KERR GysteEr ™ 















PROFESSIONAL DESIGN 


The Genuine Small, flat head with 


spaced “chisel -tufting” 


DE 7 for thorough interdental 
@ =penetration. 
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TOOTHBRUSH 
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Tis & STIFF, QUICK-DRYING 

ai BRISTLES 
Uniform texture of heav- 
ier Cu-Lon* bristle pre- 
serves design and shape 
—gives much longer life. 
(Trade name.) 































RE-INFORCED END TUFT 











The only well-known 
scientifically designed 
brush with this pro- 
tection at point of 
hardest wear. 




















EXTRA-LONG HANDLE 







For extra leverage and 
convenient grip. Permite 
brushing without con- 
tact between hand and 
mouth, 














DISTINCTIVELY 
PACKAGED 
Colorful, handsome 
package exposes brush 
to view under protective 
and sanitary covering of 

strong cellophane. 























FOR COMPARISON USE THIS COUPON 


For sample brush with your name on handle 
in gold, send 20¢ to defray packing and mailing 
costs. Included will be complete information 
on special prices for office dispensation. 


Pn ow ees ee eee eee eee 


THE CUTINO COMPANY, 

807 Wyandotte St., Kansas City, Mo. 

For enclosed ¢, send 

Model D Brushes at 20¢ per brush. (Sample 
offer restricted to one of each model.) 

CJ 2 Row C] 3 Row C] Junior Child’s 
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ARE TO ORDINARY ABRASIVE INSTRUMENTS 


I es oS 


al aa 

















There’s no “‘toss up’’ here as to which of these two 
cabinets you would choose. * You can apply the 


same comparison to Starlite Diamond Instruments, 





whose demonstrated superiority over ordinary 
abrasive instruments is just as conclusive. * 
This demonstrated superiority: Double to triple 
cutting speed; 75% less heat generation; 

shape retention for the entire life of 





each instrument; greater pre- 





cision; actual dollar savings 
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through extraordinary 
length of service. 
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HERE ARE YOUR DIVIDENDS FROM THE 
USE OF STARLITE DIAMOND INSTRUMENTS 


1. Time for more patients and time for more profitable pre- 
cision work (including porcelain jacket crowns, full crowns, etc.). 


coe | 
NTS | 


2. More comfort for your patients...more good will...less 
stress and strain for you. 


3. Greater technical competence in operative procedure. 


Consult your dental dealer about Starlite Diamond Instruments. 
They meet the exacting specifications of the U.S. Army 
Dental Corps. 







.. HERES YOUR FREE GUIDE 


On the Use of Diamond Instru- 
ments, by Dr. K. W. Knapp 


Complete « Authentic « Fully 
Illustrated « A guide to befter- 
paying Dental Practice 
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1217 SPRING GARDEN STREET, PHILADELPHIA 23, PA 






STAR DENTAL MANUFACTURING CO., INC. 
1217 Spring Gorden Street, Phila. 23, Pa., Dept. 0-8 
Gentlemen: 
Use this Please mail me a free copy of Dr. Knapp’s Treatise on the use of Diamond 
Instruments. 
coupon for Pm 
ordering Address 
) vy copy City State 
Neme ef Dealer 
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Steel-Abrasive 


DISKS AND STRIPS 


These thin, strong yet flexible Disks and Strips can 
be used either wet or dry. They cut speedily with 
minimum frictional heat. 
Sizes: Disks Strips 
Small . - Norrow .. %2" 
Medium x Medium .. Ye“ 
ee. . i. we Wide ... 46” 


Prices: 1 Doz. Disks . . , . $1.00 
1 Doz. Strips ‘ 1.00 
Card of 4 Doz. Disks and 2 Doz. Strips 1.10 


Both Disks and es in all sizes ee 
in three grits: Fine... Medium . rd. 


STAR DEWTAL 


STARDENT MANUFACTURING CO., Inc. 
1217 Spring Garden St., Philadelphia 23, Pa. 








Impression Ncahal 


So easy to mix and apply... for a speedy, 
efficient and accurate job. Years of expe- 
rience have taught busy dentists this easy 
way “to make a good impression.” Get 
Co-Oral-Ite at your dealers. 
CO-ORAL-ITE DENTAL MFG. CO. 
Makers of Superior Dental Products Since 1919 
SANTA MONICA, CALIF. 

















~ Thorough in Action 
Delightful in Flavor 


It coagulates, detaches and removes viscid deposits and exudates 











EASTMAN 
KODAK COMPANY 





In x-ray 
films the 
complete line 
is EASTMAN 
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CURTIS 


Dental Pumps 


Operate Quietly, 
Efficiently, at Low Cost 


Curtis Automatic Dental Pumps are 
especially designed for this exacting 
service — to provide compressed air 
for the modern dentist. They reflect 
Curtis’ 90 years of successful engineer- 
ing experience and are precision built 
in every detail. 

You'll find a Curtis Dental Pump 
extremely quiet in operation, highly 
efficient, and thoroughly dependable. It 
provides clean, pure air at all times and 
Operating costs are extremely low. It 
occupies small space, starting and stop- 
ping are completely automatic, and re- 
quires no attention except occasional 
filling of oil reservoir. Uses a tasteless, 
odorless, colorless lubricant. 

Compressed air saves you time, energy, 
and money — it’s an invaluable aid in 
operative dentistry and laboratory work 
— makes your work easier and better 
and patients appreciate its use. Write 
for Bulletin C-18. 


* No priority necessary to purchase 
a Curtis Dental Unit. 
CURTIS PNEUMATIC MACHINERY DIV. 
of Curtis Manufacturing Co. 
1933 Kienlen Ave. St. Louis 20, Mo. 
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BUG 


| Wie. _ Pat. May 21, 1940 


The Wonder Electric Mortar and Pestle 
eliminates much of the human error in 
amalgam work, assures better, faster, 
longer lived fillings. It is a great saver 
of time and money, too! The Wig-!-bug 
triturates enough amalgam for an or- 
dinary filling in only 7 to 10 seconds, F 
It avoids waste of alloy and mercury. 
By standardizing technic, and pro- § The 
ducing a mix that has a smooth, fine § Wa 
texture that’s always the same, the f§ dist 
Wig-l-bug helps put your amalgam It st 
work on a profitable basis. Use it with § ally 
your preferred alloy. See your dealer ff P% 
—or write direct for ~> 

complete descrip- 
tive literature. 






































Through your dealer or direct 
CRESCENT DENTAL MFG. CO. 





1839 §$ Crawford Ave. CHICAGO 
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CRESILVER 
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Vs the HIGHES | 
practical silver 
conient alloy avei 
able to dentists 





FOR DENTISTS —— 





The Sanette Model T-30 open top Dental | essa : 7 /) y a 
Waste Receiver (shown above) combines P79) “/0 
distinctive styling with unusual accessibility. ney a Oi fy ; 
It stands 25“ high, is 9“ square, has a speci- p cts Ci 
ally recessed cover and is available in all the 
popular dental finishes. It is a modern aid tz Alw ays kee ps 
to cleanliness. irae, 
its Silvery 
Sanelle es aaa 
SS a 4 Pera 
DENTAL WASTE RECEIVERS ai @elon tol aismee 
The H-12 Sanette closed " AR i re d era ain a 
top, foot-operated model, ‘ os | | Sor es A ry A S net- 
widely used in labora- ji. 3 i | ccs is .e Pe 
tories and operating ™ 4. a os ’ +, a ct Ons 
rooms, is again available : Be ie 
is ...in limited quantities. 
For Model H-12 or Model 
T-30, see your dealer... 
or write us. | 
| MASTER METAL | 
PRODUCTS, Inc. } | 
5 313-H CHICAGO sT. && | 55 gan | 
| BUFFALO 4, N. Y. ODEL H-12 s j.|S8 8s | 
; ~ Height 15", Dia. 10 on | 
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4 For Ridge Protection — Maximum Comfort 


& Rince PROTECTION is essential for your pa- 

| tients’ comfort; proper mastication, important to 
health. The skillful engineering of the occlusal 
surfaces of Trubyte New Hue 20° Posteriors per- 
mits efficient mastication with adequate ridge 
protection. Their extremely narrow occlusal con- 
tact is an important factor. Due to this outstand- 
ing feature, less force is needed for proper masti- 
cation with a subsequent reduction of pressure 
on underlying tissues. Less pressure means 
fewer sore spots, less occlusal trauma, less ridge 
resorption. This all adds up to greater comfort 
for your patients and fewer denture adjustments 
for you. We shall be glad to send you a technic 
book on the use of Trubyte New Hue 20 
Posteriors. 


Comfort Stability ¢ Efficiency 


THE Dentists’ SuppLY CoMPANY OF New YorK 
220 West 42np STREET New York 18, N. Y. 































A stimulating agent 
first .. . cleansing is 
secondary and auto- 
matically follows. 


MAKE 
YOUR OWN 
COMPARISON 


Send 40c for two adult 
brushes. 


Then make your own 
comparison with 
other brushes! 


SEND 
THIS 
COUPON 
TODAY 


OH 8-44 





JOHN O. BUTLER CO, 
7600 Cottage Grove Ave., Chicago, IIl. 


I enclose 40c for two brushes. Send me: 


SYNTHETIC 


CC} Med. Bleached 
[] Hard Bleached 
[}] Extra Hard Bleached 


Clty B Btate ..nccccccccccccccccccccccoccce 





A name 
to remember... 








Gold Bands _ for 
two-piece crowns 
+» Gold Cusps... 
Gold Facings for 
dentures ... An- 
chors for clasps 


. « » Ready Made 


Crowns. 
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Since 1894 
GARTSIDE’S 
IRON RUST SOAP 


Has been used by the den- 
tal profession to remove 
Rust Stains from Cuspidors, 
as well as ink, fruit and 
medicine stains from fab- 
‘ rics, rugs, porcelain tubes. 


Recommended by 
S. S. White & Ritter Mfg. Co. 


1% oz. Tube 25c. 12 oz. Tube $1.50 





From your Dental Supply House, Drug and 





Department stores, or direct m 
GARTSIDE IRON RUST SOAP CO. 
Phila. (4), Pa. 




















| Unlimited 


PERFORMANCE 


The FISCHER Cabinet Den- 
tal-X is not a mere x-ray ap- 
paratus, it is an unlimited 
supply of superb radiographs. 





Built of the finest materials, in the most 
modern design, for hard day-by-day serv- 
ice, year after year—that’s the meaning 
of our newest FISCHER-BUILT Cabinet 
Dental-X. Approved by leading dentists 
the world around. Full information sent 
promptly on request. 


H. G. FISCHER & CO. 


2323-2345 Wabansia Ave., Chicago 47, Til. 
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Can YOU 





apart? 





No, you cannot distinguish dental cartridges by 
appearance, or by any superficial test. Yet there may be 
important differences, differences that will mean much to you 
and to your patients. e You must be guided by the integrity of 
the maker, and by the determination of his technicians, inspectors 
and control chemists to approach perfection as nearly as scien- 
tific skill will permit. You know that volatile impurities, yeasts, 
molds, bacteria and the products of their metabolism may be 
present, though invisible. Only the most careful manufacturing 
techniques, coupled with rigorous sterility tests, provide assur- 
ance of purity. e Consider, for a moment, some of the steps 
which Abbott takes for your protection in the production of 
procaine dental cartridges: First, the procaine hydrochloride is 
recrystallized to higher standards than U.S.P. requirements; the water 
is chemically treated, then fractionally distilled; the mixed solution is 
filtered through porcelain; the glass cartridges, the rubber stoppers 
and plungers all are sterilized before assembly. And, finally, each 
completed batch is tested for procaine content, for pH, and for ste- 
rility. e Abbott Procaine Cartridges, ready for immediate use, fit 
all standard syringes. Available through your prescription phar- 
macy. ABBoTT LaporaTorieEs, North Chicago, Illinois, 


co  Precaine Hydrochloride 2% with Epinephrine 1:30,000 
co Procaine Hydrochloride 2% with Epinephrine 1:50,000 
co Procaine Hydrochloride 2% with Epinephrine 1:60,000 


Procaine Hydrochloride 2% (without Epinephrine) 
.. in boxes of 10 and 100 cartridges 
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EXACT MATCH... 
A LASTING RESTORATION 


With Synthetic Porcelain, blending of powders to obtain 
an exact tooth color, is seldom necessary. The 6 direct- 
matching powders reproduce, with undetectable ac- 
curacy, the six predominating shades found in natural 
teeth. 

These six powders (the 6 Naturals) are all the dentist 
needs for the vast majority of restorations he encounters. 
The Caulk Shade Guide carries these 6 Naturals across 
its top, where they are instantly available for quick, 
certain checking. 

This direct-matching feature of the 6 Naturals of 
Synthetic Porcelain is important to busy dentists today. 
They know that, with the 6 Naturals, they can give 
complete satisfaction to the great majority of their 
patients, and save precious time in their restoration work. 


SYHTHETIC 






FOR MODERN MATERIALS - - - CALL ON CAULK, MILFORD, DELAWARE 























PORCELAIN 















W\STORT/Ory FREE! 
IMPRESSIONS! 


Tough, flexible TRULOID goes into the tiniest interstices 
and most severe undercuts—yet pulls out with no danger of 
breakage or distortion. Clinically proven. TRULOID is 
finer textured too... free from irritating fibers... work- 
able at comfortable mouth temperatures... pleasantly 
flavored. See your local supply house or write direct to 
K-C Manufacturing Co. 


See your local supply house or write direct to K-C Manufacturing Co, 

































Use vn ae for abrasive action; 
high speed for polishing. Sense — 


PERFECTION PROPHYLACTIC | 


POLISHER 


Friction Grip ATIACHMENT AND RES 
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IN THE UNITED STATES 





4 HEAVY REINFORCING R/BS 


\ 
SREE MARGIN OF GUM 


_ SALIVA DEFLECTOR 


‘Controlled ” LIP ACTION 


The lip does the work 


To try—Send for free sample unit 
THE DENTICATOR CO. AMERICAN AGAR & CHEMICAL CO 


_Prophylactic Dental Specialties San Diego 1. California 
1055 Mission Street San Francisco 




















4 WAR BOND IS SOMETHING “To Havre and To Hold” 






































Striking a Balance 


The ideal dentifrice is one which strikes a 
balance between effectiveness and safety in 
routine use. 


Whether in paste or powder form, it should 
combine maximum cleansing action with min- 
imum abrasiveness. 


That Phillips’ products approach this ideal is 
shown by the steady increase in professional 
preferment through three generations. 


A Time-Tested Regimen 
For Your Patients— 


For Thorough Daily 
Dental Prophylaxis: 


(1) Phillips’ Milk of Magnesia Tooth Paste 
or Phillips’ Milk of Magnesia Tooth Pow- 
der used morning and evening to clean 
teeth efficiently and neutralize mouth 
acids on contact. 


Phillips’ Milk of Magnesia as a mouth 
antacid to combat local acidity. 


PHILLIPS’ 


Milk of Magnesia 


Prepared only by 
THE CHAS. H. PHILLIPS CO. 


Division of Sterling Drug Inc. 


New York 






































UNITED DRUG COMPANY and YOUR REXALL DRUGGIST 
YOUR PARTNERS IN HEALTH SERVICE 











U.0. Products 
are available 
wherever you 
see this sign. 


Mi 31 THROAT TABLETS — ! 


Ideal away-from-home throat-soothers ... the 
companion product to Mi 3l Solution 


For away-from-home treatment of coughs due to throat irritation, dryness and 
tickling such as accompany simple colds, your patients will find relief in the use 
of Mi 31 Throat Tablets. Their gentle analgesic action, produced by Ethyl 
Aminobenzoate (Benzocaine) is carried directly to the throat...and your 
patients may have complete confidence in this new U. D. product developed by 
the United Drug Company’s Department of Research and Control. Mi 31 Throat 
Tablets are conveniently packaged 24 to a box, and are individually sealed in 
cellophane for sanitary protection, Other active ingredients contained in each 
tablet — Chlorothyrmol, Menthol, Methyl] Salicylate, (Synthetic). Also useful for 
preventing gagging before inserting dental plates. | 


Mi 31 Solution is an effective companion product to Mi 31 Throat Tablets. Itis 
an oral antiseptic that kills contacted mouth germs in 15 to 25 seconds when | 
used full strength. It will not injure in any way the most delicate tissues of the 
mouth. Used as an antiseptic solution following if 
extraction, its cleansing and stimulating effects a 
promote normal healing. At full strength it is twice 
as strong as N. F. VII Antiseptic Solution by labo- 
ratory phenol coefficient tests. 
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May we suggest that you use the facilities of your 
friendly neighborhood Rexall Drug Store. Stocks are 
always fresh and you may have complete confidence in 
all U. D. and Puretest products. 
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UNITED DRUG COMPANY 


BOSTON + ST, LOUIS * CHICAGO © ATLANTA * SAN FRANCISCO * LOS ANGELES 
PORTLAND ¢ PITTSBURGH © FT. WORTH * NOTTINGHAM * TORONTO 


Pharmaceutical Chemists Makers of tested-quality products 
for more than 41 years 
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PERMANENT 


LINER 
L avo PARTIAL DENTURES 





FOR FU 





DEFINITELY SOLVING THE PROBLEM 
OF STABILIZING LOWERS 


* Ready for use from the tube. . . no processing, 


Simplified 
Streamlined 
Technique 


No Cellophane 
Required 


No Denture 
Treatment 





of the 





















Only a Few 
Minutes 
Chair Time 


Low Cost... 
About 140¢ 
per Liner 
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no mixing. 


No solvent treatment of the denture. . . it need 
only be clean and dry. 


So mild that use of cellophane is unnecessary. 
Simple as taking a plaster wash. 


Because it has an acrylic base, this Liner fuses 
to and becomes permanent part of the denture. 


Applicable to old and new dentures. Solves the 
problem of stabilizing Lowers. 

Transparent ... to blend perfectly with tint of 
the denture. 


No deterioration when simple directions are 
followed. 


$8.00 per tube; usually enough for 20 dentures. 
Order from your Dealer or write direct. 


PROTECTED BY A MONEY-BACK GUARANTEE 
for performance and economy . . . and for permanence 


to equal the life of the denture. 











LABORATORY TESTED 
FASTER - LONGER LIFE - GREATER CONTRAST 


FINEST CHEMICALS 


Available through reputable dealers 















SURLES X-RAY COMPANY e 34-11 56 STREET e WOODSIDE e N.Y. 


STOP RUST * 


in your 5 terilizet 
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Open thru Labor Day 
soya EM | [occ HOTEL BREAKERS with 100 


rooms ... finest bathing beach... 
‘all sports and amusements , 
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name” bands every week end. 














S. S. Theo. Roosevelt daily from Cleve§ 
land. Rail or bus to Sandusky. Hourly§ 
steamer from Sandusky to Cedar Point. 
Steamers from Toledo and Detroit. 














Simply add Nitrodene to the water for positive protec- § W rite for folder. Address .. . 

ion from rust. Order from your dealer, or write .... . 
maine | CEDAR POINT-ON-LAKE ERIE 

Continental Chemical Co., Vandalia, ; SANDUSKY, OHIO 


















WILLA IH. RORER 


OR AT CE 


PROCAINE HC1 2% WITH EPINEPHRINE 1:25000 ADR 





PROCAINE HC1 2% WITH EPINEPHRINE 1:50000 ADR 
PROCAINE HC1 2% WITH NEO-SYNEPHRINE HC1 1:2500 ADR 


SAMPLES AND INFORMATION PROMPTLY ON REQUEST 


Executive Offices .. DREXEL BUILDING « INDEPENDENCE SQUARE 
PHILADELPHIA :-6 


Laboratories . - « - 254 S. FOURTH STREET ¢ PHILADELPHIA - 6 
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THE ALKALINE DENTURE POWDER THAT 
CONFORMS TO SCIENTIFIC PRINCIPLES 














w give your patients important suggestions on how to adapt themselves to their new dentures. 


but all too often your advice is forgotten the moment the patient leaves your office. 


atis why “Your Denture And Yourself” was developed. It is the first booklet of its kind 


ever made available to the profession for free patient distribution, clearly picturing the 


problem of tissue shrinkage through the easily understood “eyeglasses” analogy. 


our Denture And Yourself” explains: (1) how best to get used to a new denture; 
(2) how mouth-tissue changes inevitably affect the fit of the denture; and 


(3) the importance of seeing the dentist when necessary for denture replacement. 


This booklet represents only one of the many ways in which the 
House of Fasteeth strives to cooperate with the dental profession 


in a very-practical and helpful manner. We are most 





gratified by the enthusiastic response it has elicited. 
The coupon is for your convenience in 


writing for a complimentary supply. 


CLARK-CLEVELAND, INC., Binghamton, N. Y. 08 


Please send me gratis 
[] A supply of “Your Denture and Yourself’ [| Professional Fasteeth samples 


Address 





















































TORIT Model Trimmer No. 30 


sme °3 OB DENTAL PRODUCTS 


The manufacture of TORIT Model Trimmers 
was resumed about six months ago. There has 
been such a great demand for these 
machines that we cannot promise shipment 

on new orders now placed for some 
months. This is due to difficulties 
encountered in the procurement of 















materials as well as Army and 
Navy requirements which must, 
of course, be given preference, 


If you have placed an order 
with your dealer for a TORIT 
Model Trimmer, or intend to 
do so, we ask your indulgence 
and assure you that shipment 
will be made with the least 
possible delay. 

Write for the new TORIT Catalog, 

No, 15. 


TORIT MANUFACTURING CO. 


279 Walnut Street 
St. Paul 2, Minnesota 

















TLE STERILIZERS 


Serving America...in the armed 
forces...and on the home front. 





To keep your present sterilizer’s per. 
formance at its best, send for your 


FREE copy of the “Castle Manual.” 


WILMOT CASTLE COMPANY @»... 
1101 UNIVERSITY AVE. ROCHESTER 7, N. Y. J” 




















The Bendick Quality Line includes a wide variety of chrome 
nickel alloy bars and clasps for partials and removable bridges. 
They will not discolor or tarnish and have all the advantages of 
other materials, plus exceptionally sturdy construction. 

Sold through dealers. Send for your reference sheet. 


BENDICK COMPANY 


160 Elsie Bldg., Lapeer, Mich. 
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F Thank goodness EVERYBODY goes 
for that brand new flavor! 









































pment TASTES KEEN .. . cleans 
CLEAN! The tangy, tasty foam 


of Kolynos is something your most 
persnickety patient will go for! Its ( 0 LY 4 0} S 
fresh, delicious flavor will have pa- 


REG. U. S. PAT OFF. 


tients of all ages reaching for tooth 
brushes—regularly! And Kolynos TOOTH PASTE 


helps to cleanse and brighten teeth SS 
safely and pleasantly! an 
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THE KOLYNOS COMPANY - NEW HAVEN, CONN. 
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DENTAL DIAGNOSTIC SET NO. 2877 
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1) High Frequency Vitality Test © Diagnostic and Operative Aids 
Localized Intra-Oral Light 


The most widely-used and highly-valued instruments of their kind 
in dentistry. Tried and tested . . . used by many of the nation’s 
foremost colleges, clinics and thousands of general practitioners 
... THE UNEXCELLED BURTON DENTAL DIAGNOSTIC SET 
PROVIDES RADIO HIGH FREQUENCY FOR THE DETERMI- 
NATION OF TOOTH VITALITY... supplements PRICE, 

surgical and operative procedure . . . and facilitates COMPLETE Set 
routine intra-oral examinations. 400 


————— 






Write for Detailed Information on Burton Dental Diagnostic Set No. 287—Today 


BURTON 










MANUFACTURING COMPANY 
3855 NORTH LINCOLN AVENUE 
CHICAGO 13, ILLINOIS 






ELASTIC IMPRESSION 
POWDER 
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1TS HIGH MOBILITY 
ACY CONTRIBUTE GREAT 


THREE SAMPLE UNITS 
WATER MEASURING 
pOWDER, AND F 


STAMPS OR C 













Gums “Glow with Health’’ 


Tue widespread acceptance of STIM-U-DENTS by dentists 
points out their value as an aid in the treatment of unhealthy 
mouth conditions: 


RECEDING GUMS... 
SPONGY GUMS... 
GINGIVITIS... 
PYORRHEA... 

PREVENTIVE DENTISTRY... 


BAD BREATH WHEN CAUSED BY 
TRAPPED FOOD. 





The gentle massaging action quickly and effectively stimu- 
lates the blood circulation, and aids in overcoming sluggish- 
ness and stagnation. The gum tissue seems to “glow with 


health” from the daily use of STIM-U-DENTS. 


Dentists also acclaim the safety of their use: 


e NO SLIVERS... e NO IRRITATIONS ... 


e THE RENDERING OF CERVICAL BORDERS OF 
FILLINGS AND, CROWNS BRIGHT AND CLEAN 
AND FAR LESS LIABLE TO RECURRENCE OF 
DECAY 


In other words, STIM-U-DENTS are an invaluable adjunct 
for home treatment and mouth pathology which arouses a new 
interest on the part of the user and facili- ! 
tates dentist-patient relationship. 


If you do not use STIM-U-DENTS ask for sample, 
or better still, order a Professional Courtesy Pack- 
age today and adopt and recommend this healthful. 
home treatment. Your patients will be aroused to a 
new interest in their teeth and be prompted to visit 
you more frequently. 


PROFESSIONAL COURTESY PACKAGE 
STIM-U-DENTS, Inc. 
54 Alfred St., Detroit 1, Mich. 











Enclosed find $1. Send me Profes- 
sional Courtesy Package, containing (STIM-U-DENTS also make 
100 Special Packets (like cut) design- excellent wedges in inlays 
ed exclusively for dentists. and other procedures.) 
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Street and N | Keep Your Patients 
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This offer confined to members 7 
ee STIM-U-DENTS 






































9 grains dicalcioas phosphate, 6 grains calcium ers 


OK 


and 660 U.S.P. units of chemin ty. pure vitamin Ds 


Calirad Wafers may be specced to ‘prevent calcium: ® 
deficiency and for treatment of calcium-deficient states 
with assurance that they will | Prone an effective dieary 


- 


supplement. : sb ehh 


Calirad Wafers are indicated in pregnant aad’ ‘nursing 
mothers, in babies and growing children and i in . calcium ; 


deficient adults. 


"'Calirad,"’ trademark Reg. U. S. Pot. Off. & Canado 


WITH VITAMIN D3 
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YOU'LL LIKE THIS TIME SAVER 


Even today, when every minute counts, no dentist jeopardizes 
quality for speed in oral work. But there is a place where much 
time can be saved, and that is on all prosthetic work. 

A Miller’s saves your dental handpiece for oral work, also replaces 
the slow, tiresome methods of lathe, engine and hand tools. Does 
faster, smoother grinding and polishing of metals, porcelain, amal- 
gam, zinc, alloys, gold, vulcanite, stone, etc. Weighs only 12 oz. 
Portable, plugs in any socket. Speed 25,000 r.p.m. With 6 assorted 
points, $18.50. 

Bench Holder for Handpiece. Leaves hands free : 3 3 3 $3.75 


MILLER’S POINTS AND STONES — the choice of leading dentists and 
technicians. Extreme accuracy insured with no burr roughness and 
chatter. Fit any handpiece. Perfectly balanced and firmly mounted 
on steel shanks. Variety of popular shapes and sizes. Easy to sterilize. 


Order through your dealer or send for illustrated literature today. 


ca Wheel & Mfy-Co- 


(oy aN UN RE REE a 
Send Circular. Interested in one ! 
QO Points and Stones O Handpiece 


Half a Century O) Bench Holder 


Chicay 


‘on for 
' | Profession 
Serving the rr Name 


Address 


CHICAGO 7, ILL. aaaaananaanaaaaasaanasae] 


1101 W. Monroe St., Dept. OH 
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Doctor. what percentage of your dentures have 
to be adjusted or made over? No matter what that 
percentage is, you can eliminate unnecessary 
‘ adjustments and make-overs by using Konformax 


HONFORMAX / Impression Material on all full mouth and partial 
work. 



























x 


IMPRESSION © 
“MATERIAL 
“en Konformax Impression Material enables you to 
obtain complete denture accuracy, because it flows 
smoothly into place .. . without tissue displacing 
pressure! Faithfully reproduces all contours and is 
sufficiently elastic to permit easy withdrawal from 
deep undercuts and recesses without distortion. 
No shrinkage or expansion after leaving mouth. 


The dentures illustrated above were made of one 
piece metallic castings from Konformax impressions. 
Although worn over six months, no adjustments have 
been necessary. They are a test of technical skill and 
demonstrate the extreme accuracy obtainable from 
Konformax Impression Material. 





i AND 
ACCELERATOR 








| KONFORMAX DIVISION. PERMATEX COMPANY, Inc. 
| Brooklyn 29, N. Y.. U.S. A. 


Send copy of new folder, “Techniques for Practical Full Lower 
and Upper Dentures.” 


Name Street...... ~ 
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Y our greatest need today is more time to treat your patients. Meet 
this demand for more time through the use of nitrous oxid anal- 
gesia and anesthesia — the time saver that enables many dentists to 
care for more patients each day. 


Under analgesia the patient remains calm, comfortable and co- 
operative. Delays caused by “breathing spells,’’ flinching and other 
reflex actions of the patient are minimized. You can begin treatment 
in shorter time after the patient reaches your 
chair and continue with less nervous strain on 
your part. All of which means more accom- 
plished per hour—more patients per day. 


THE HEIDBRINK SIMPLEX 


is the modern, easy-to-understand, easy-to- 
operate equipment for the administration of 
nitrous oxid. It meets all the requirements of 
the accepted technics of nitrous oxid analgesia 
and anesthesia, including self-administration 
by the patient. 


Write for a copy of the booklet, ‘‘Anal- 
gesia with Nitrous Oxid,’’ which clearly 
explains this technic and answers questions 
dentists often ask. 





5 THE OHIO CHEMICAL & MFG. CO. 
2 = Cleveland 14, Ohio New York 22,N.Y. Chicago (2, Ill. 

* Birmingham 5,Ala. San Francisco3, Calif. 
BRANCHES IN OTHER PRINCIPAL CITIES 





























et aid i 








«+» AND READY TO USE! 


Make this your convenient formula for 
processing X-Ray films: 


Simply add 3 parts plain water to 1 
port Urell Concentrated Developer and Fixer 
—ond start your films through! 


No powders to measure or mix... no heating or cooling 
gi normal temperatures... just DILUTE AND DEVELOP. 
trell Concentrated X-Ray Solutions are available in large 
or small quantities and at modest cost from supply houses 
coast to coast. Order today—or ask your dealer for details! 


URELL CONCENTRATED LIQUID DEVELOPER 
1 QUART CONCENTRATE $ 95 
(makes one gallon) 

4 QUARTS CONCENTRATE 3.15 
(makes four gallons) 


URELL CONCENTRATED LIQUID FIXER 
1 QUART CONCENTRATE $ 75 
(makes one gallon) 

4 QUARTS CONCENTRATE 2.50 
(makes four gollons) 


1414 WN. VERMONT AVE. LOS ANGELES, CALIFORNIA 





COTTON ROLLS 


These improved cotton rolls are 
a delight to the efficient dentist 
and are not harsh to the patient's 
mouth. They are actually spun from 
100% pure surgical absorbent 
cotton to make them softer, more 
pliant and non-collapsible. They 
adopt easily into any position, are 
stretchable and small tufts are 
quickly detachable. 


DENTAL ABSORBENTS CO. 
Palms Station 
Hollywood, California 


Gentlemen - 


ease send me a free, generous 
PER ABSORBENT” ROLLS. 
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MORE THAN 400,000 PACKAGES 
HAVE BEEN SOLD AND USED 








HU-FRIEDY 
ASPIRATOR 


This Aspirator operates by water pres- 
sure obtained from the faucet of the 
wash bowl. It has proven highly efficient 
and is recognized more advantageous 
than mechanically operated aspirators. 

Can be attached to any shaped faucet 
whether round, oval or irregular. There 
are no wearing parts. Therefore it will 
function indefinitely. All parts are 
heavily nickel plated. It has a reversible 
flow which provides a means for quick 
and easy cleaning. 

The cemplete outfit consists of Aspira- 
tor, 8 to 10 feet of pure gum tubing 
specially designed for this Aspirator and 
also the Coupland Suction Handle with 
4 sizes of detachable tips. These tips are 
accepted as standard equipment and ap- 
proved and used by the U. S. Govern- 
ment. 

Complete with 8 to 10 feet of noncol- 
lapsible pure gum rubber tubing, price 
—$16.50. 


* 
THE HU-FRIEDY MFG. CO. 


3118 N. Rockwell Street, Ghieago, Illinois 
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CORALITE DENTAL PRODUCTS CO. 
185 North Wabash Ave. ®@ Chica o 1, Iilinois 








N@® SPRAY 


Webs retain 

abrasive while in 
motion, avoiding splash 
or spray 


@ They are smooth 
and gentle, yet 
powerful 


Webs provide 

greater, more ef- 
fective polishing sur- 
face | 


iN 


eS) Permanently 


mounted—will no? 
slip off. 


WEBBED 


at. Sept 84.1937 
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CRESCENT DENTAL MFG. CO. 
1839 S. Crawford Ave.. CHICAGO 
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Hygeaire Germicidal Ultra-violet Ener- 
gy insures the rapid destruction of air- 
borne bacteria and viruses... at low 
cost. In the dental office,— where den- 
tist and patient are in close proximity 
over relatively long periods... where 
the dentist must work in constont 
danger of exposure ... where clinical 
infection may result in the loss of days 
of practice, the importance of this 
protection to the progressive dentist 
is apparent... its significance to pu- 
tients, profound. 


HYGEAIRE UNITS offer distinctive fea- 


tures of efficiency and safety. Factually, 
in excess of 85% of the ultra-violet 
output of the lamp is within the germi- 
cidal range. The scientifically designed 
reflector provides for unprecedented 
intensity of the lethal beam. A per- 
manently fixed baffle protects room 
occupants against direct exposure by 
confining the projected rays above the 
line of vision. Cost? ... less than 3¢ a 
day for electricity and lamp replace- 
ments. 


Consult your dealer or 
write us direct. 


AMERICAN STERILIZER COMPANY 


ERIE, PENNSYLVANIA 
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COUNTER-IRRITATION 



















Counter-irritation stimulates capillary activity, 
allowing the blood to flow more freely through the 
congested tissues, thus relieving pain, accelerating 
reparative processes, increasing local nutrition and 
producing better end results. 

In the treatment of pain of Erupting Third Molar 
Poloris Dental Counter-Irritant is preferred by 
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many dentists to the systemic treatment of pain § ¥: 
with internally taken drugs. Poloris is also indicated 
in cases of irritation after filling of teeth, pericemen- § 
titis, abscess and gum inflammation, post-extraction | f 
pain and “telephone-treatment” of non-serious 
emergency dental pain. 





e 
HUMULUS—AN INGREDIENT IN 
POLORIS | 


U. S. Dispensatory: “Strobiles 
of Hops, or Humulas . . . have! 
a sedative effect on the nervou 
system ... are often beneficial: 
in local pains and tumefae 
lions.” 







Htamuliid =z pc aS 


Other ingredients: Capsicum 
Hops, Benzocaine, Sassafras, Hye 
droxyquinoline Sulfate. 


prescrimy L; 











Poloris counter-irri- 


tant action stimulates : 
circulation and assists 


in reducing painful 


: tension. In cases 
| - 4 D M 0 LA . where swelling pre- 
ON vents application of 


Poloris as illustrated, 


ly at bicuspids. 
IRRITATED asi lin Steir 


ERUPTING GUM 
THIRD MOLAR 
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Where there is consider- 
able inflammation in the 
TER POR OERAL aE coronal tissue, apply Po- 
Pi loris occlusally, asshown. 
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DENTISTS 


Have you 
tried the 


ACCEPTED 
CRAIG- 
MARTIN 
TOOTH 
PASTE? 


Nearly fifty mil- 
lion tubes of 
Craig - Martin 
Tooth Paste 
have been pur- 
chased and used 
by the public in 
the last few 
years WITH- 
OUT AID OF 
ADVERTISING. 


10c Large 
Size 
25c Giant | er | 
Sold at | d 


ALL 
FIVE AND 
TEN CENT 

STORES 


ACTUAL 
LARGE 
10c SIZE 




















Comfort Mfg. Co. 
500 S. Throap St., Chicago, III. 


Send Samples of Craig-Martin Tooth Paste to:— 
(Professional card enclosed) 
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SABlS  cccccccccee 
Please print plainly. 












































































OPERATING STOOL 


This is our new improved 
operating stool with cushion 
effect. Our raising and low- 
ering device is the simplest 
and most positive on the 
market. This stool is furnish- 
ed in black enamel only. All 
plated parts are chrome 
plated. 


The price is $35.00 


Order thru your dealer. 
Complete catalog upon re- 
quest. 


Central Dental Mfg. Co., Inc. 
Box 686 


Louisville, Kentucky 
































The NEW BUFFALO-DENTAL 
o. 10 Crown Articulator Is 
WIDER - STRONGER - HIGHER 


























No. 10 Crown Articulator 


Our new improved No. 10 Articulator has been acclaim- 
ed by technicians because of these outstanding features: 


® Streamlined of die-cast aluminum alloy . . . light, 
strong, rustless . . . with increased width of upper 
and lower plates. 


® Measures 15%” between top and lower plates ... 


















higher than ordinary articulators. 


® Permits full lateral motion, the top section swinging 
completely around, affording free access to lower 
cast. 


Precision-built for hard, continuous use. 


Now only $1.50 


fale Bental 


MACS oe BUFFALO, N. Y., U.S.A. 













What do 16 hours 


mean in the life of a 
healthy tooth, Doctor? 





1. BEFORE BRUSHING. This is 2.AFTER BRUSHING for 16 










an actual, unretouched photo. hours. Right side brushed 16 
Notice absence of any abra- hours with a popular tooth. 
sion. Compare to same tooth paste; left side brushed 16 
at right. hours with TEEL. 


(Brushing method used is fully de- 
scribed in the booklet on the opposite 
page and in article noted below.)* 


What caused this startling wear 
in the Cementum and Dentin? 


* Journal of Dental Research 20, Pages 583-595, Dec. ’41. 
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Laboratory and clinical 
studies made recently 
seem to indicate that a 
new technique of oral 
hygiene may prevent the 
damage to teeth shown 
on the opposite page. 
These studies have been 


summarized in an illus- 
trated booklet available 


FREE 


PERHAPS YOU’LL FIND 
THE ANSWER HERE! 


PROFESSIONAL SAMPLES of 
TEEL and THIS BOOKLET, 
which throws new light on 
the subject .. . will gladly j 
be sent to you on request. 


to the profession on re- 


quest. 

We will be glad to 
send you a copy of this in- 
teresting booklet which 
briefly presents the re- 
sults of dental research 
in this field. Simply fill in 
and mail the coupon 
below. 











The booklet summarizes recent clinical and 
laboratory studies that seem to indicate the 





(tee 


cause of this trouble . . . and points to a 
new technique that may avoid such damage. 
Generous samples of TEEL, the non-abrasive 
liquid dentifrice, are provided for your own 
experimentation and use. 


Simply fill in the coupon and mail. 


PROCTER & GAMBLE, Dept. of Dental Relations, 
Division 1017, Cincinnati (2), Ohio 
Gentlemen: 

Please send me free and postpaid professional 
samples of TEEL and a copy of the booklet, ‘‘A Study 
of Abrasive vs. Non-Abrasive Dentifrices in Relation 
to Exposed Cementum and tin.” I understand 
this incurs no obligation of any kind on my part. 


NAME 





ADDRESS....... 





CITY.... STATE 
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such now commonplace utilities as incandescent lights, 
safety pins, friction matches or postal service; when commerce 
was conducted without benefit of the telephone, the telegraph, 
or the typewriter. 


Yet all of these inventions occurred within the life of Church 
& Dwight Company, established 98 years ago. 


Our product is Bicarbonate of Soda, used in many ways in 
Dentistry. Our brands, “‘Arm & Hammer” and “‘Cow Brand”, 
commonly known as Baking Soda are pure Sodium Bicar- 
bonate, U.S.P. Both are good cleansers for natural teeth and 
dentures, are particularly effective in restoring teeth to their 
natural color. They are among the dentifrices acceptable to 
the Council on Dental Therapeutics. 


Our Bicarbonate of Soda is frequently used in the office 
as a cleansing gargle or mouth wash and, in a 2% solution, 
for pre-operative preparation or post-operative irrigation. 


In the laboratory they are useful in keeping glassware, 
shelves, trays, and tile sparkling bright and to keep costly 
instruments and equipment, now difficult to replace, clean 
and free from rust. 


“Arm & Hammer” and ‘“‘Cow Brand” Baking Sodas are 
available in nearly every city, village, and hamlet in the 
country at a cost of but a few cents a package. 


Business Established 
im 1846 


CHURCH & DWIGHT CO... Ine. 
10 Cedar Street New York 5, N.Y. 


THESE CONVENIENCES 


EW of us can recall those days when living was without 
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Platinum 


PALLADIUM 


Golds 


When you use Platinum- 
Palladium-Golds for dental 
restorations, you have 

the assurance that nothing 
better suited to this 
purpose is available. An 


informative, 40-page 


booklet for dentists will 


M: 


be mailed to you on 
request. Please write to... 


Platinum M etals Division 
THE INTERNATIONAL NICKEL 
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ADVANTAGES of using 
Platinum -PALLADIUM- Golds: 


WORKABILITY. Comfort adjustments 
readily made. Can be manipulated or 
soldered without special equipment. 


HIGH STRENGTH. Dense, accurate cast- 
ings permit thin sections and assure 
precision fit, mouth comfort, and high 
masticating efficiency. 


RESILIENCY. Makes possible “springy” 
clasps which can be inserted and re- 
moved over tooth contours without 
permanently bending. Such clasps uni- 
formly distribute stresses of mastica- 
tion. 


THERMAL CONDUCTIVITY. Response to heat 
and cold in harmony with that of oral 
tissue reactions. 


67 Wall Street 


COMPANY, INC. New York 5, N.Y. 
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oe. SS ame for air pres- 
sure casting; by adding & reservoir 
to the thin sprue, the “shrink-spot” 
porosity is concentrated harmlessly | 
outside the inlay. ° 
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“placed ys" from bottom of ie he 
sharp margins; thick sprue used to 
_ prevent porosity in the casting. 





® Improper sprueing and positioning of the pattern in the casting | 


ring are frequent causes of defective inlays. Incorrect sprueing 
in pitted or porous castings, and incorrect positioning causes incomplete | 
castings or rounded margins. Careful attention to the details of technic 


illustrated above is an important step in producing better inlays through# 


results | 


better castings. 


The Ney Research and Technical Departments are prepared to help 
solve your problems in all phases of casting technic. Write for the Ney§ 


Gold Handbook or submit your individual problem. 


THE J, M. NEY COMPANY, HARTFORD 1, CONN 
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GL HOLEL: 


That’s how your patients feel when you use 


PROCO-SOL Procaine Solution 2% 


With Epinephrine or Neo-Synephrin 


“Didn’t feel a thing,” they'll exclaim in amazement after their first 
experience with PROCO-SOL. . . . Yes, PROCO-SOL is as potent as 
a woman's will, as gentle in action as the caress of her hand! 


SEND FOR FREE SAMPLES—Put PROCO-SOL’s Anna 
Thesia to work. Note how much easier and more pleasant 
your cavity preparation will be; how much your patients 
will value the freedom from pain you can give them. 
Also for the asking: Dr. Baumann’s revised booklet, 
“Simplified Technique for Local Anesthesia.” 

















CHEMICAL COMPANY - INC. 


1233 Spring Garden St., Philadelphia 23, Penna. (Please address Dept. O-8) 












in the theatre of operations 













BARD-PARKER 
FORMALDEHYDE GERMICIDE 


provides both high germicidal and 
sporicidal potency plus budget- 
saving instrument protection 
against rust or corrosive damage 



























Keen cutting edges and delicate steel instruments 
may be safely immersed for any desired period 
without injurious effect upon their inherent pre- 
st cision qualities. This feature becomes doubly 
important at a time when replacement stocks are 
aS at a premium. 


fAs asepsis is the primary objective... knife 
Hblades covered with a dried blood contamination 
y of Staph. aureus are consistently disinfected 
within 2 minutes. Its sporicidal properties are 
it equally important. Within 1 hour the spores of 
B. anthrasis, and within 4 hours the spores of 









. 5CI. welchii are destroyed. Even the extremely re- 
\. sistant spores of Cl. tetani are killed within 18 
hours, To insure the destruction of all forms of 
’ pathogenes, instruments should be continuously 


immersed in the Solution for at least 18 hours. 


Ask your dealer 


PARKER, WHITE & HEYL, INC. 
p Danbury, Connecticut 
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@ The value and efficiency of Novocain- 
Pontocaine-Cobefrin are a matter of practical 
_ professional experience. The testimony of more 
n 43,000,000 injections (—or the equivalent of 


one Ninjection every minute for the last 81 years—) 


is irrefutable proof of its efficacy. Novocain- 


Pontocaine-Cobefrin satisfactorily answers 


the need for a profound anesthesia of pro- 


longed duration. \ 
»~ \ 
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{ a ARMY AND NAVY 
TOO, USE 

| | MULLEN— 

1; 6 SHARPENED BURS | 


Yes, you can get them resharpened .. . just like new. ,, by © 
\\} | | sending your old burs through the regular Mullen grinding © 
‘\ yA process: First, burs are sorted. Those satisfactory for : 

ening are then ground by experts to keen new edges. Spe. ~ 

cial high-speed, precision grinding stones run ¢t 

water-filled sponges. This keeps burs cool, so there’s no logs 

of original ‘‘temper.’’ Result: The best equipment of al 

. . . @ bur that really cuts! 

Assures faster, easier, pain- 

less work. Price, $3.50 per 


gross. Unconditionally guar- 
BEFORE anteed. Send a box full 
| SHARPENING AFTER of your old burs today. 

$1 Trial 


Special! Send 4 dozen Burs. Re- 

Sharpened like new for only $1. a 4 m U RS 

a ~tgemmaad only) Guaranteed Re Grou Nd 
ully. 


HANDPIECE REPAIRS =a VT Jd 9 xe 


Wobbly handpieces annoy you 

- « - and pain patients. We re- : 

move all old parts. Then “lap Serviced 
’* mew parts to micrometer 

fit! Smooth quiet operation like 

NEW! Contra - Angle 3.85. 


Straight Hand 9.00. U ~ 
ditioncliy’ wusseateca  °"” — Mullen Bros., 153 W. 69th, Chicags 


YOU NEVER WANT TO 








Uniforms by 
HOOVER 


Styled and Tailored . 





in Keeping with ~ 
Professional Dignity — 


A professional mai 
spends most of his © 
time at his profe- | 
sional duties ... | 
es * and he knows that 
® MADE OF BEST GUTTA PERCHA ) | not only his diagnosis, but his very appearance 

V. must inspire confidence. HOOVER offers the 


Vr 3 
@1S NOT MEDICATED Fall hme professional man an extensive selection of | 
ted] 


smartly styled, correctly tailored and distinctive 


Vio 
@WILL NOTIRRITATE TISSUE xe uniforms that assure a true professional ap- 
ease | pearance. Thousands of doctors, dentists, and ~ f 


OLEAVES NO TASTE IN MOUTH s . : i : laboratory workers know that HOOVER offers 


the utmost in uniforms that possess unobtrusive 
smartness combined with quality and long 


wear. 


CRESCENT DENTAL MFG. CO. HOOVER f \ 


1839 S.Crawford Ave.,CHICAGO 











AVY 


Quick, Sure, Easy 


Doctor, COE-TRANS is nof just another paste. Try 
it this guaranteed way. Order a unit. If you are 
not completely satisfied after you have used one- 
half of the package, simply return the balance 
for full credit. Ask your dealer for NEW illustrated 
booklet on COE-TRANS simplified 


Impression Procedure. $ eg 


PaSRVSOESE: Tee 





PRICE PER UNIT 


A Product of 
COE LABORATORIES, INC. 


6033 Wentworth Avenue 
CHICAGO 21, ILLINOIS 
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UNIVERSAL DENTAL COMPANY « 48th at 8 
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there is no record for 
2 in the selection and align- 
teeth for the edentulous pe- 


| & “on Pee Leas - 
rof teeth will be suggested by 
examination. 


e-Phase Anteriors were developed 
h scientific study of human 
‘teeth, They are carved to the true 
Ghatomy and have the character of 
human teeth . . . providing the only 
means by which the natural charac- 
feristics of the patients’ teeth may be 
reproduced in artificial dentures. 


CONTROLLED 














WHY IS VITAMIN 
SUPPLEMENTATION 
INDICATED 
IN SUMMER ? 








N THE EVIDENCE, dietary lack 

seems to be at least as widespread 
in summer as in winter. This is partly 
due to the instability of the labile fac- 
tors in food, to poorer appetites, to the 
changed character of summer diets— 
with its emphasis on liquids and car- 
bohydrates. These are some of the 
factors which account for the con- 
spicuous shortage of Vitamins A, B,, 
and Riboflavin . . . of Iron and Phos- 
phorus . . . in summer diets.’ 


The Vimms formula (3 tablets) pro- 
vides high nutritional insurance for 
your patients. Vimmscontain full mini- 
mum requirements for all the vitamins 
known to be essential in the diet, and 
ample quantities of Calcium, Phos- 
phorus and Iron. No product offering 


1 U.S. Dept. of Agriculture Circular No. 507 (1989) 











only one tablet or capsule a day can 
provide all these minerals and vita. 
mins. That’s why Vimms come in 
three easily swallowed tablets a day. 

Vimms’ potencies are chemically 
and biologically controlled. Tests 
human subjects show that the vita- 
mins are readily available for absorp- | 
tion. The tablets are palatable; can be | 
chewed or swallowed. 


For professional samples, write to Pharmaceutical 
Division, Lever Brothers Company, Department OH-0I, 
Cambridge, Mass. (Offer good in U.S.A. only) 

50¢ for 24; $1.75 for 96; 
$4.50 for 288 
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** efficient antisepsis in the mou 


Conservative operative technic in such a highly contaminated area 
as the oral cavity requires the use of a particularly 
efficient antiseptic agent such as ‘S. T. 37’ Antiseptic Solution. 
This preparation is not only highly bactericidal and 
non-irritating, but also exerts a soothing surface analgesic effect. 
The low surface tension of ‘S. T. 37’ Antiseptic Solution enhances its 
germicidal activity by making possible the penetration 
of minute tissue spaces, and relative freedom from toxicity 
permits natural systems of defense to operate unhindered. 
The bactericidal activity of ‘S. T. 37’ Antiseptic Solution 
is demonstrable in dilution, in the presence of serum, blood and saliva, 
in infected wounds, and when applied to the gum margin. Finally, it is stable, 
stainless, and will not attack heavy metals. Sharp & Dohme, Philadelphia 1, Pa. 
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VOEK ACAMR PRUVULIS 


OR especially swift, easy, precision results, use Kerr Dental Prod. 


ucts in combination. For example there’s the proved Kerr indirect 
inlay technic featuring Kerr Diolite in combination with Kerr Debub- 


blizer, Kerr Impression Compound, Kerr Green Sheet Wax, and 
Kerr Dental Lubricant. 
Ask for our folder 
“Precision Indirect Inlay Dies in 30 Minutes” 
—No. 3 in our popular Technic series. 


KERR DENTAL MFG. CO., Detroit 8, Mich. + Est. 169i 














preperation is the most important thing YOU have - _ 


gcOor name is the most important thing WE have / 
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METHYL METHACRYLATE 
ACRYLIC DENTURE MATERIAL 


* Densco ‘Service’ is backed by one 
of the old, established names in the 
dental supply world. ‘‘Service’’ brings 
ORDER FROM you everything you can possibly want 
YOUR DEALER in acrylic denture material, in an 
economical package. 
eated cod = NS ae Ls, an ens 
— anteed b ao @ CONTAINS NO PLASTICIZER 


DENTAL SPECIALTY MEL. 


BOX 420 - DENVER - COLO. 


A product proven by Time is money! Conserve 
over ge ee ane t:. your time by using ready- 
use by thousands o We) \Trover cas] N. mixed Sterodent Cleanser 


speeds up the cleaning technique 


OraClenz Tablets are included free with Sterodent. Pleasant 
OraClenz mouth-wash strips teeth of mucine quickly, shortening 
the cleansing and polishing operation. 


STERILE SAN DIEGO 
PRODUCTS Co. CALIFORNIA 


10c per word, initials 
and figures us 





ed each 
counting as one word. practices wanted, ay 
Please send remit- practices for sale, T 
tance with your order. nimum charge 


FOR SALE: Dental equipment. Because of blind- 
ness am selling my full equipment; everything 
goes. Write for particulars. Dr. C. V. Johnson, 
Potter, Nebraska. 





FOR SALE: Because of ill health, my completely 

equipped, long established office in modern office 

building in fast growing San Diego. Rare oppor- 

—s terms. ‘‘AE’’ Oral Hygiene, Pittsburgh, 
a. 





FOR SALE: Very fine practice in North Dakota 
county seat town. Wonderful opportunity for 
right man. Retiring. For details write ‘“‘BL’’ Oral 
Hygiene, Pittsburgh, Pa. 





WANTED: Operator with New York state license. 
Must be sober and reliable. salary; un- 
excelled office and equipment. State age and 
references. ‘‘OP’’ Oral Hygiene, Pittsburgh, Pa. 





WANTED: Dentist with D.C. license for general 
practice or specialty (do not write unless you are 
registered in D.C.). Splendid opportunity for per- 
manent position. ‘‘W’’ Oral Hygiene, Pittsburgh, 
Pa. 





TECHNICIAN AVAILABLE OVER DRAFT AGE. 
Southern states only, for dentist able to pay top 
salary for thorough, excellent workmanship. 
Commercial laboratories in need of expert cast 
man write ‘‘E’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Well equipped office and practice in 
Ohio, limited to x-ray, exodontia and prostho- 
dontia. Capable man can gross thirty- thousand 
or better. Seven thousand takes it as is. ‘‘FM’’ 
Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Complete dental office including x- 
ray, chair, unit, cabinet, etc., with all instru- 
ments and supplies. Splendid opportunity and 
excellent location. Write Mrs. J. B. Perkins, 
Stanford, Kentucky. 


WANTED: Dentist with 





Oklahoma license to 


work on salary and commission. A golden oppor- 
tunity in a lively town of twenty-thousand. ‘‘B’’ 
Oral Hygiene, Pittsburgh, Pa. 


Restricted to 
positions wan 











WANTED: Ethical dentist for Syracuse, y, y 

Permanent position. Give full particulars as ; 

—— available and references when replying 
’ Oral Hygiene, Pittsburgh, Pa. 





rrr, 
POSITION WANTED by dentist employed gray 
yearly, New York; extractions, x-ray, operatiye 
prosthetics, children’s dentistry. Age 53; ge. 
perience 25 years; six dependents. For children’ 
practice require 60% of gross. ‘‘R’’ Oral Hygiene 
Pittsburgh, Pa. 








DENTIST WANTED: Virginia license; $109 

week to start, privilege of commission at an 
time. Highest paid for year 1943 was over te 
thousand dollars. Office hours daily, 9 AM. t 
5 P.M., —a 9 A.M. to 1 P.M. No night » 
Sunday work. A. H. Goe, 222 East Brogg 
Street, amend 19, Virginia. 








WANTED: Dental technician, Hours same as dep. 
tist. Salary and commission. Apply Dr. A B& 
Goe, 222 East Broad Street, Richmond 19, Va. 








FOR SALE: Practice and equipment in one of 
the best towns in Northwestern North Caroling 
Write and I will give full particulars. ‘‘EJ” Ora) 
Hygiene, Pittsburgh, Pa. 








FOR SALE: Splendid opportunity, thriving com. 
munity with large payroll; southern Californi, 
practice near San Diego. Excellent climate. Re. 
tiring; other interests. Write for particulars » 
ty. r Brace. 117 North Broadway, Escondid. 
alif. 





WANTED: Dentist with Illinois license to asso. 
ciate with an established medical group. Gow 
opportunity. Permanent association. Please stat 
full particulars as to background, age, etc. “2” 
Oral Hygiene, Pittsburgh, Pa. 








FOR SALE: Ideal property for dentist in a tom 
of twelve hundred, with no dentist at present. 
Can occupy at once. Fred W. DeVoe, Attorney, } 
Elm Row. New Brunswick, N. J. 














Pollen, 
quick "’spot’’ up each nostril gives 
pleasant relief. Free sample to 
Doctors on request. 





SCHOONMAKER LABORATORIES, INC 


If your nose js “stuffy,” or irritated by 
Dust, Smoke, or Fumes. A 






















For YEARS and YEARS of PERFECT Service 


Depend on HANAUW Equipment 


SEND FOR FREE CATALOG 





Hanau Engineering Co., Inc. °¢ 


1233 Main St., Buffalo, N.Y. 
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___| Dentists Designed This 
pi 2-Row Professional Brush ® “es 


— | Credit for the success of this tooth 
~~ If brush goes to dentists themselves, 
since this brush was made in ac- 
cordance with the expressed desires 
of a large percentage of the dental 
profession, Small head, just one 
inch long. Flat trim. Two rows of 
six widely-spaced bristle tufts. As round on the ends: . . kind and 

for the bristles themselves, they're gentler to gums! No other brush 
PROLON! That’s Pro-phy-lac-tic’s can give you all the advantages | 
name for the best grade bristle offered by Pro-phy-lac-tic’s Bonded 
duPont makes. It’s the only syn- 2-Row Professional! 

thetic bristle that’s smooth and  Pro-pny-1ac-TIc BrusH Co., Florence, Mass. 


Pro-pfy-lac-tic PROLON 


2 1 F, rofessional > Bauush 


50¢ - At All Drug Counters 
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of pr clas metals now has over one bow 
sand oie working night and day making the 
oddest-looking contraptions from the cogs metals | 
for many war industries. — : 
Platinum, iridium and rhodium are so vital to the 
war effort that their use has been forbidden to the 
jewelry and non-essential industries, . Dentistry, how- 
ever, is allowed enough for its immediate needs 
because it is considered a- public health necessity. 
Therefore, it is up to. us, in dentistry, to be sure 
that we do not allow any platinum content metals 
to pass through our hands ‘to other uses than those 
of the dental profession. 




















make any Venia 
film a Bite - Wing 
at small cost... 


Merely moisten the 
gummed ends of the 
Improved Bite-Wing 
Tab and place hori- 
zontally in the center 
of the tube side of the 
film. Ask your Supply 
House Representative. 





APICAL VIEW 


Price, $1.00 per box of 100, at any dealer. 
PITTSBURGH SPECIALTY _COMPANY. 524 Federal Street, 













BITE-WING VIEW 





Actual Case 






Pittsburgh 12, Pa, 
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Complete stock of parts. 
Skilled workmanship. Your old out- 


7225 Wentworth Avenue 


August is a good was Lad 


We can = aan new cuspidor waste and supply tub- 
fit reconditioned like new. Ask for an estimate. OUIp 


CLAZBROOK BROS. DENTAL SERVICE SHOP 
Chicago, Ill. 


hose needed equipment repairs 


Send us your old connections. We will 
attach new tubing. Prompt, guar- 
anteed service. 


ing. 











PART; 











gross and over prepaid. 





Your BURS Stoned, Sharpened or Recut. All shapes and sizes. 
30c the dozen. Direct to our Burshop means quality instead of 
quantity or “Hurry Up” work of underpaid or unskilled labor. 
Delivery time: within 6 days after receipt of burs. Postage for 1 


SCHEUN BUR WORKS, 1105 E. 63rd Street, Chicago 37, Ill. 




























THE DEWEY 
SCHOOL OF 
ORTHODONTIA 


founded in 1911 by Martin Dewey, D.D.S., M.D. 


(Authorized by The Board of Regents of 
the University of the State of New York.) 













Sessions held at inter- 
vals throughout the 
year. Date of next ses- 
sion on application. 
Classes limited. 


* 
For further information write The Dewey 


School of Orthodontia, 17 Park Avenue, 
New York City. 
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LEE S. SMITH & SON MFG. CO. 
7325 Penn Ave. Pittsburgh 8 Penna 
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extremely usefu 
material 


There is an old saying that goes 
something like this, ““No matter how 
thin you slice it, it’s still baloney.” 
But there is no baloney about the 
importance of cutting or comminuting 
alloy particles. It is so important 
that the makers of Minimax Alloy 
No. 178 have had especially designed 
machines constructed and equipped 
to insure the uniformity of the 
carefully graded particles. 


Much of the successful mouth serv- 
ice and long life of the filling depends 
upon this seemingly simple but actu- 
ally serious and consequential pro- 
cess. The uniformity of the graded 
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It’s not baloney! 











Minimax Alloy particles assures a 
uniform texture which makes possible 
uniform amalgamation and uniform 
crystallization (hardening). 


Minimax Alloy is fabricated to 
give maximum results when used 
with your preferred technic. It has 
not only complied with every A.D.A. 
Specification, but every batch... 
every bottle you buy has passed a 
whole series of tests including a com- 
plete test by trained observers in our 
own laboratory for every onevof its 
physical properties. You can always 
buy Minimax Alloy No. 178 with 
confidence. 





The MINIMAX Co. 


Medical and Dental Arts Bldg., Chicago 1, Ill. 








ALLOY 


, - In 5-oz. BOTTLES 


— 5 ozs.-. .$1.50 per oz. 1 oz... .$1.60 
~ MINIMAX = 10 ozs.. 1.40 per oz. 5 ozs. 1.55 per oz. 
. 20 ozs.... 1.35 per oz. 10 ozs... 1.45 per oz. 


Prices subject to change without notice 





In 1-oz. BOTTLES 











Complies with A.D.A. Specifications. No. 1 
Filings suitable for alloy-mercury gauges. 








For best results mortars and pestles should be occasionally resurfaced. Over long 
periods they wear smooth . . . become inefficient. As a convenience Minimax pro- 
vides FREE with every bottle a handy envelope of Abrasive Resurfacing Powder. 




















7325 Penn Ave. 
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Consistently Reliable 





Thirty years ago Lee Smith placed on the market its first production of 
cement. Because it was a good quality cement, it gained immediate favor. 


That was 1914. Since then there have been refinements made from time 
to time so that dentists could always depend upon Lee Smith cement for 
maximum performance. 

Today there are several Lee Smith cements manufactured, each for a 
specific purpose and each doing a mighty fine job. Certicem, an oxyphos- 
phate of zinc cement for general use, is the choice of many dentists. 
Certicem is easy to handle on the slab and consistently reliable. If you like 
a smooth, velvety cement, of low film thickness... . and one that holds .... 
you will choose Certicem. 

You can also use Certicem very satisfactorily for cementing appliances. 
Of the four shades in which Certicem is available, three (A-B-C) are good 
tooth shades, and the fourth (D) will blend well with your appliances. 

End your cement troubles today by ordering a supply of Certicem from 
your dealer. Take advantage of the Special Offer now in effect. 


| For a short time Lee Smith will have available a DOUBLE 
DISCOUNT CERTICEM PACKAGE. Actual retail 
| value, $10.00. Special Offer price, $6.65. Available 
| through your nearest dealer. | 











LEE S. SMITH & SON MFG. CO 


Pittsburgh 8, Pen i 
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the ONLY Acrylic Reliner That 
Offers These Remarkable 


Qualities 


NO BOILING! NO PROCESSING! 


Requires no cellophane! 
Requires no mixing! 


Can be used on vulcanite! 


Non-irritating! 


Non-burning! Non-stinging! 
Non-Toxic! 


Tasteless! Odorless! 


Becomes permanent and forms inte- 


gral part of denture! 


Hardens or sets only in the acid or 
alkaline medium of the mouth. 

Never requires thinners as consistency 
always remains the same in any tem- 


perature. 


Its shelf life is forever. 
A delicate, transparent pink which 
definitely blends with any denture col- 
or, as original denture color is easily 
visible through PERMADENT. 




















Genuine 


PERMANENT ACRYLIC RELINER 


Made of Acrylic Resin 
For Full Plates and Partials 
Guaranteed to Equal The 
Life of the Denture 
NO BURN! NO STING! NON-TOXIC! 


NO TECHNIQUE REQUIRED 


In PERMA- 2 
DENT we offer | As Simple As 





a reliner not to |—Swab denture area 
be confused with | to be relined with 
toxic, irritating, aor ane a “se 
foul smelling DENT on area. 

acrylic reliners | °-Seat denture and 


discharge patient. 








that require the 
use of cellophane ONE MINUTE 
or reliners made CHAIR TIME 


of vinyl or cellu- 
lose resins that are not permanent, have 
considerable shrinkage and gradually 
lose their shelf life in a short time and 
require the use of thinners. _ 

$8.00 PER KII 

(TRANSPARENT) 

Enough PERMADENT for 25 Average 
Dentures! Only 32c Per Denture 





PROVE PERMADENT BY TEST 


With The Privilege of Returning Unused Portion 
of Every Kit Ordered 


Order From Your Dealer or Order Direct, 
Specifying Your Dealer’s Name 


©) ENTAL RESEARCH LABORATORIES 


me So.LaSalle St.,-— Chicago, 3, Illinois 
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Faller from Nalne 


See where nature traced her fingers 
across the desert floor . . . Where man, too, 
left his mark . . . Where the wind has given 
shifting sand a form of beauty... and 
light and shadow make even the desert a 


thing of interest, alive, ever new. 


In creating Dr. Myerson’s True-Blend 
teeth, nature’s pattern has been carefully 
followed in all colors—from the lightest to 


the darkest. 


Natural tooth effects are faithfully du- 
plicated—by skillful hand-blending. Myer- 


son teeth have the live beauty of natural 


teeth. 


These creations of natural beauty—for 
they are truly that—are stronger, more 
serviceable, too. Next time, for greater 


security in processing and use, specify— 


Do. Myerson % TRUE-BLEND Arlevdr 
AND TRUE-KUSP Poiteviorw 


IDEAL TOOTH INCORPORATED, CAMBRIDGE 39, MASS. 
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No Steele's product has ever been recom- 


mended to the dental profession until 
had been established in thousands 


its 


superiority 
of practical cases 





For best result 


COLUMBUS DENTAL MFG. 





s always recommend... 


Mek NEW HUE BACKINGS 


co., COLUMBUS 6, OHIO 


ONLY STEELE’S 
; NEW HUE FACINGS 
AVE ALL THESE FEATURES 
Practical porcelain incisal 
monnee designed for beidmowsdl 
Opacity at incisal eliminated 
ip folaaeh, Mmlali-tael-talie | Mylo lat; 
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Toh ivigelMmallelilite Laie; 
raha tiprecins 
a hei PH with Steele's New 
New Hue Shades 
—— Strength when used with 
s New Hue Backings and 
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lt is your patriotic duty... am ‘< 


fo prolong the life of your handpiece!, A 


YOUR HANDPIECE... 


will last l-o-n-g-e-r 
= ' 


~and ran dmooffer with... 
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DER FROM 
OUR DEALER 


SS Cut repair pills with this médérn cleaner-lubricant developed 
; by the manufacturers of the nationally known DENSCO 
HANDY SMALL JAR ont aka slain cieeee ae aa 
rotect your handpiece, regardless of make. wit ensc 
FOR GONTRA ANGLES care | k booklet, “‘Care of Dental Handpieces,”’ is = 
INCLUDED .FREE »°. closed with each order. 


The DENSCO name is back of Densclene. . your guarantee of a quality product, 


oENSCO- DENTAL SPECIALTY ME, 





BOX 420 - DENVER - COLO. 











PATIENT 
DISPENSING PACKAGE 





ESTABLISHED OVER 40 YEARS AW 














LOOK FOR THE RED : 

CIRCLE DISPLAYED Let’s Go.... | 1 

silat eae for the Knockout Blow 
$5.50 per dozen. 


BUCKLEY PHARMACAL BUY 
COMPANY 


North Hollywood, Calif WAR BONDS 
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for denture wearers! 


Perhaps you don’t think 

of a holding powder as a cush- 
ion. Yet MOY is exactly 

that ... a soft, yielding 

buffer between the hard denture 
and tender mouth tissues. 

In addition to holding teeth 
tightly in place, MOY 
contributes to mouth com- 

fort in other ways. It soothes 
sore gums, helps prevent gag- 
ging and nausea—keeps breath 


pleasant. MOY leaves no | 


gummy residue—and it won't 
show thru translucent 
dentures. Recommend MOY 
particularly to new denture 
patients. It helps 

them thru the difficult 
period of adaptation comfort- 
ably and pleasantly. 


THE J. BIRD MOYER CO. 


1210-14 Vine Street 
Philadelphia 7, Pa. 


comfortable 











r 

























a 
eae. 
Ne ee 
' ities ated Bie See ve 
% = : - . r * 
“ea 
i ae 
Ba ‘ 
Be 
ie 
: Sea 
ne eer = 
% a ae 
hen 
f A ' k ' : : aS i 
. anne! : 





WHITE 


HOLDING POWDER 
DENTAL PLATES 
""EJ.BIRD MOYER co. 
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APPROVED AND ACCEPTED BY 
THE INDUSTRY’S LEADERS 



















[POLIDENT | ! 


il approve POLIDENT for safe brush- 


less cleansing of acrylic resin restorations 


To safely prevent mucin-film, stains, tarnish from deadening the beautiful 
lively color of Crystolex and other acrylic restorations, makers of these 
products approve daily use of Polident. Take their expert and considered 
advice. Your patients will delight in the easy way Polident cleans and 
polishes plates like new—without brushing—harmlessly dissolves away dis- 
coloration and odors. FOR SAMPLES write 


Hudson Products Inc., Dept. 14-H, 8 High Street, Jersey City, N. J. 


*After being subjected to long-time tests, Polident won positive approval by this and other 
leading makers of denture materials; is one of the denture cleansers they accept and approve. 
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~ LOOK, DOCTOR, BRUSHING 


TT EXTRA 


UNTIL 


AND SCOURING HAS 


WORN ME TO WITHIN 
A MICRON OF MY LIFE” 


HANDLING, DUE TO 


BRUSHING HAS CAUSED ME 
TO BE DROPPED AND CHIPPED 


{IM JUST A WRECK!” 
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¢ 
THIS ROLIDENT BATH 
IS A NEAT TRICK. NO 
BRUSH,NO SCRUB, NO 
DANGER: UST SOAK 
1S MINUTES OR LONGER 
~AND | SPARKLE LIKE 
SO MANY DEW DRops !" 


*POLIDENT IS APPROVED and accepted by the 
leading makers of Acrylic Resin denture materials. 


= Polident.” 
_.be better pleased 
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It isn’t always good policy to keep up with the Joneses. But it 
IS good policy to /kep ‘up with your industry or profession. 
Glucaine is the vary Iq word in modern anesthetics . . . . effi- 
cient, gentle, dependable, Many leading dentists use Glucaine 
exclusively today bécause they know they can rely on Glucaine 
to produce a pratound)| lasting anesthesia that permits them 


complete freedom if p gation. 
| | 
| He ; as 
Another importgint fegture of Glucaine is that tissue irritation 
is reduced to a m 1 |through the use of mild gluconic acid 


imu 
as the vehicle for the pra bine base. 





‘a 
Would you like! to know more about Glucaine? Write for our 
booklet outlining fully how you and your patients will benefit 
from the use of Glucdine. 








LEE S. SMITH & MFG. CO., PITTSBURGH 8, PENNA. 
{| : 


LUCAINE!. 


HE MODERN “FRIENDLY” ANESTHETIt 
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LINE OF STRENGTH! 


The strength and service of STEELE’S NEW HUE 

FACINGS depend upon the correct fit of the facing 

to its metal support. STEELE'S NEW HUE FACINGS 
require a precise backing of special design made 

| to fit the lingual shoulder of the tooth accurately. 

| We urge you to use STEELE’S NEW HUE BACKINGS 
in conjunction with STEELE’S NEW HUE FACINGS. 


May vw « 
developed fo 
BACKINGS? 


post-card will a 


NEW HUE FACINGS 
+ for all anterior 
restorations 


USE 


- FOR BEST RESULTS WITH 
STEELE’S NEW HUE FACINGS 
WE RECOMMEND <s 


Do not 9'INd the incisal} shoulde, 
Of the fac ale Mare), backing. Use 
STEELE'S NEW HUE BACKINGS 
Solder or Cast to these backings 
They are Precious meta} and fuse 


at 
2300 F Follow the technique 
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‘Ded for cen entation. Ca, 
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COLUMBUS DENTAL MANUFACTURING CO. 
COLUMBUS 6, OHIO i 
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Offset Occlusal Rest 


Specially fabricated from a Tru-Chrome alloy designed for 
maximum hardness with correct malleability. Impervious to 
galvanic action. Spring temper, unaffected by fatigue. 


35c each; $3.75 a dozen 


It will pay you to write for our Illustrated Price list .. . 
Rocky Mountain Metal Products Co. 
1450 Galapago St. - - - Box 1887, Denver 1, Colo. 














C Hi A N D L E R the pe hfe wy | Every dentist 
Gives you COMPLETE BUSINESS, we MUST have 


PROFESSIONAL and TAX RECORDS Vs B22 ClO 
Ask About this $15. Outfit » 108 W. 42 St., N. Y. i Data 




















Baldor Heavy-Duty Laboratory Lathe No. 300; '< h. p. 


ball-bearing motor; 2 Speeds. Lubricated for life. S 640° 
ASK FOR BULLETIN No. 317 - Price, less chucks, ... — 


BALDOR ELECTRIC CO., 4372 Duncan Ave., St. Louis 10, Mo. 
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SURFACE ANESTHETIC 


NUM has everything it takes— 
@ Powerful anesthetic action. 
@® Non-narcotic. 
@ Non-toxic. 
@® Non-irritating. 
® Non-acid. 
@ Pleasant smelling. 
@ Tasteless. 
@ Non-evaporating. 
@® Non-corroding. 


In the Silver and Black Box 
Order from Your Dental Depot 


NUM SPECIALTY CO. 
4614 Fifth Avenue Pittsburgh, Pa. 
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® With no samples available as “‘reminders,”’ 
far-sighted dentists take office time to insure 
themselves against unreasonable criticism 
from new denture wearers. They use words 
to stress the safe and efficient cleansing of 
dentures with Wernet’s Dentu-Creme and the 
specially designed Dr. Wernet’s Plate Brush 
—both still obtainable at regular outlets. 


WERNET’S Dentu-Creme 
DR. WERNET’S Plate Brush 
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Although we aim for accuracy in this 
index, last minute changes often 
alter page numbers and positions. 
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The World’s | Rubberized Abrasives for Fine 


rinding and Polishing 
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Hanau Engineering Co., 
Hoffmann-LaRoche, Inc. .,,,. 
Hoover Uniforms .......cscccsl 
Hudson Products, Inc. . 
Hu-Friedy Mfg. Co. 
Ideal Tooth, Inc. 


Jelenko & Co., Inc., J. F. 
K-C Mfg. Co. .. es Je 
Kerr Dental Mfg. Co. .... 1245, it 
Kolynos Co. . %, 
Konformax Laboratories, Tne. ea 
Lavoris Co. my 
BOONE MO, cacecscvcesen . 
Masel Co., Isaac .... a 
Master Metal Products, Inc. 0 elias 
McKesson Appliance Co. ; 
Medicome Oo., The .........csecam 
Merrell Company, Wm. S. ...... 1238 
Minimax Co. .. Sanit 
Moyer Co., Inc., < Bird —T 
Mullen Bros. sae Terr 
National Biscuit ‘Co. ~~ 
Ney Company, J. M. ............,.] 
Novex 
Novocol Chemical Mfg. Co. .....,.1%9 
Num Specialty Co. .. ; 
Ohio Chemical & ree ‘Co. 
Opalex Co., The occ eeenn, 
Pelton & Crane Co., ‘The TT 
Pfanstiehl Chemical Co. ........,.. 
Phillips Chemical Co., Chas. i. eye 
Pittsburgh Specialty Co. oc on seanean 
Polident Co. 
Poloris Company, Inc. . 
Proco-Sol Chemical Co., 
Procter & Gamble .........ccccnseh 
Prophylactic Brush Co. abel 
Pycope, Inc. .... 00s dceaee 
Reliance Dental Mfg. Co. wl 
Reynolds Tobacco Co., R. J. .......] 
Rinn X-Ray Products a 
| 
2 










































































coee eee eee eee SSeS eS eeeeeene,y 
, 





Ritter Co., Inc. 
Rocky Mountain Metal Products G0 
Rorer, Inc., William R. . 
Scheun Bur Works ..... a 
Schoonmaker Laboratories, ‘Ine. ne 
Sharp & Dohme wee sou 
Silvodent Co. 
Smith & Son Mfg. Co., Lee S. ..... 
PE: Sa re 1378, 1380, | 
Spyco Smelting & = we Co. .3rd 
Squibb & Sons, E. R. Tt 
Star Dental Mfg. Co.., Inc. some 1318-1 
Sterile Products CoO. ....ccccccncsss 
Stim-U-Dents, Inc. seeecect occu 
Surles X-Ray Co. 
Torit Mfg. Co. 
United Drug Co. 
Universal Dental Co. 
Urell, Inc. 
Vernon-Benshoff Co. ............ 124 
Wernet Dental Mfg. Co. ....1312-13, 
White Dental Mfg. Co., The S. S.. 
White Laboratories, Inc. 4994-35, 
Williams Gold Refining ay 
Wilmot Castle Co. ... 
Winthrop Chemical Mfg. Co. 
Young Dental Mfg. Co. . odes 
PRINTED IN 





eeereeeeev ee eee eeete 
eoseeeveveeeeeeeeeeeeeeete 
eeeeeveeeevnee ee eeeete 
owe evrveeneeeee 


eeeeeoeveeeveeeveeeeeeeveeeeeaere 


: 

CHROMITEX HIGH SPEED WHE 
AND POINTS FOR POLISHI 
CHROME ALLOYS ANB GOL 












ian Francisco, Cali 


245, sii 


1c, 





| feprolastic 


POWDER 


of fast, accurate, flexible, im- 
material now comes to 

you with ten full units and four 
half units to the carton — each 
in a laminated metal 


protected 
foil moisture-proof envelope. 


The technique is simple as ABC— 
Reprolastic toughness assures 
smooth, sharp, one-piece impres- 
sions in five minutes and perfect- 
fitting restorations — every an- 
atomic detail precisely reproduced 
without break or distortion. 


A Box of 10 Full Units 
and 4 Half Units *4q°° 








Order from your dealer — your satistection guaranteed 


DENTAL MFG. CO. 


37 South Wabash Ave. CHICAGO 3. ILL. 








FOR 


" SHOWING 


X-RAYS 














PROJECTOR - VIEWER 


@ FOR PATIENT EDUCATION 

@ FOR IMPROVED DIAGNOSIS 

@ FOR INCREASED RETURNS 
FROM YOUR X-RAY 


@ A potent educational and selling force 
for the X-Ray equipped dental office. 
Shows a brilliant, enlarged image of the 
X-Ray film for better diagnosis—for pa- 
tient education and for graphically and 
convincingly bringing home to your pa- 
tient the urgent necessity of the work 
you recommend. 

Dual projection feature shows image 
on 7 x 7 inch viewing screen—or direct to 
wall for larger images. Accommodates most 
standard X-Ray mounts—Kodachromes, 
Black and White slides, etc. Available for 
immediate delivery. Fill in the coupon for 
a demonstration through your regular 
supply house. Ready to operate $56.85. 


FREE DEMONSTRATION COUPON 


Novex Division Pruitt Corp., ees: 
425 No. LaSalle St 
Chicago, Illinois 

I am interested in the Novex Dental X- 
Ray Projector. 
C) Would like a demonstration. 
CC) Please send literature. 


Dr. 
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a practical dream. Your dental d 
will help you. He can call on the Ri 
Office Planning Department, who 


design a bungalow office, a suite, or! 
new, more distinctive, more efficient 
arrangement—to your own specific re 
quirements. If your plans are complete 
you will be the first to move ahead. 
Ritter Co., Inc., Ritter Pk., Rochester, N.Y. 


Ri Per 


SURT UP TOA STANDARD cae DOWN TO A PRESB 





at N.Y 


Are your present office—and your pres. 
ent equipment—adequate for today’s 
practice, and for your postwar practice! 
You can dream today about how yo 
want it to be after Victory. But make it 























Ship Us 
Your 
SCRAP 
Thru Your 
Dealer 





SPYCO No. 6, The Ideal % Crown, 
Slice Inlay and Abutment Gold 


The wide hardness range of SPYCO No. 6 makes it unusually adaptable 
to the above purposes. Quenched castings are sufficiently soft to permit 
burnishing or drawing to fine marginal accuracy. 


Increased hardness without brittleness, and great strength so necessary 
in thin 3/4 crowns and abutments, are readily secured by simple tempering. 


SPYCO No. 6 has a beautiful light coin color which is inconspicuous in 
the mouth, 


Price $2.00 per Dwt. 


At your Dealer 


Spyco SMELTING & REFINING CO. 


51-57 SOUTH THIRD ST. MINNEAPOLIS, MINNESOTA 








yy capillaries are relatively 

resistant within physiologic 
limits, when mechanical stimula- 
tion alone is used. But, when mas- 
sage and chemical stimulation are 


combined, the local blood supply 


improves. 


Bristol-Myers Company e 19-J 


____IPANA 


TOOTH 





ON THE GUMS. 


IPANA plus massage can improve | 
this local blood supply sufficiently 
and over an adequate period of 
time to augment local tissue de 
fense as supplied by the blood. 
IPANA cleans and polishes the teeth | 


to their fullest natural brightness, 


West 50th St., New York 20, N. Y. 
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